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Florida  Has  A 
Hot  Way  Of 
Keeping  Cool 
In  The  Summer. 

The  Capital  Circle  Office  Center  in 
Tallahassee  is  a  mammoth  complex  with 
750,000  square-feet  of  office  space.  During 
the  planning  stages,  the  State  of  Florida  had 
to  choose  a  cooling  system  — a  system  that 
would  keep  2,100  state  employees  cool  and 
comfortable  at  a  low  operating  cost. 

State  engineers  studied  many  options 
and  chose  high-efficiency  natural  gas-fired 
absorption  chillers. The  absorption  units  pro- 
vide a  cool,  stable  environment  for  the  em- 
ployees and  desirable  conditions  for  sensitive 
office  equipment. 

Natural  gas  cooling.  It's 
the  cost  effective  way  to 
cool  and  dehumidify  com- 
mercial and  residential 
space.  For  more  information  on  gas-fired 
desiccant,  engine  driven,  or  absorption  units 
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The  Capital  Circle  Office  Center 

is  served  by  one  500  ton  and  one  1,000  ton  double 

effect  natural  gas-ftred  absorption  chillers  that  deliver 

600,000  CFM  of  supply  air  through  fourteen  air  handlers.  This 

equipment  provides  sensible  cooling  loads  12  degrees  below  design 

temperature  and  maintains  68  degrees  Fahrenheit  dry  bulb  and 

^■^f        55%  relative  humidity  on  the  hottest  day  of  the  year.  Estimated 

1^  operating  expenses  are  lower  than  with  conventional      - 

'     •  cooling  systems. 


call  your  local  gas  company. 


The  Capital  Circle  Office  Center 

Operated  by  Florida  Department  of  Man^igement  SeTvlce? 

Tallahassee,  Florida*  *  ^ 
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FLORIDA 
NATURAL  GAS 
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850-681-0496  •  e-mail:  info@flgasassc.com 
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lorida  has  a  severe  shortage  of  schools.  The  Florida  Depart- 
ment of  Education  has  reported  that  by  the  year  2000,  394 
new  schools  will  be  needed.  The  estimated  cost  stands  at  $3.5  bil- 
lion. Growth  in  population,  deterioration  of  existing  schools,  and 
neglect  have  created  nothing  short  of  a  crisis.  The  special  session 
of  the  legislature  last  fall  took  up  the  school  crisis  and  with  un- 
usual detenuination  set  about  the  business  of  correcting  the  prob- 
lem. The  Legislature  came  up  with  a  solution;  $2.6  billion  and  a 
"Soundly  Made,  Accountable,  Reasonable  and  Thrifty"  or  "SMART"  Schools 
Clearinghouse.  Additionally,  the  School  Infrastructure  Thrift  Program,  is  in- 
tended to  provide  incentive  to  school  districts  to  build  schools  economically 
and  functionally.  My  comment:  our  money  should  be  spent  only  for  smart 
schools,  and  they  won't  be  very  smart  if  they  do  not  provide  useful,  sustain- 
able, beautiful  space.  In  the  words  of  the  'Grandma,'  with  characteristic  south 
Georgia  accent  who  advertised  for  a  dealer  on  Tallaliassee  TV  several  years 
ago,  "Don't  you  buy  no  ugly  truck!" 

How  will  Florida's  school  crisis  be  solved?  I  believe  the  best  ideas  will  be 
provided  by  our  state's  architects,  those  who  are  capable  of  examining  the  very 
idea  of  the  school  critically.  Leading  the  pack  will  be  those  architects  who  can 
work  outside  the  conventional  packaging  that  has  been  replicated  over  this 
state  for  the  past  decade  and  more,  those  architects  who  can  realize  econo- 
mies in  construction  and  energy  use  while  managing  to  avoid  the  'one  size  fits 
air  mindlessness  that  abounds  in  our  knee  jerk  'save  money'  environment.  All 
the  new  schools  can  be  smart,  if  we  put  capable  architects  in  charge  and  make 
the  proper  up-front  investment  in  good  thinking  about  what  should  be  built. 

The  seeds  of  a  bright  future  for  schools  in  Florida  are  to  be  found  in  the 
pages  of  this  magazine.  In  the  coming  rush  to  build,  we  must  not  forget  that  the 
places  we  create  must  delight  in  every  way.  Our  schools  must  always  lovingly 
nurture  our  precious  young  people  as  they  grow  and  lejim.  The  excellent  archi- 
tects whose  work  is  illustrated  here  help  us  see  that  there  is  a  vast  array  of 
possibilities  for  schools.  Many  more  examples  abound  than  could  be  included 
in  one  issue.  I  hope  we  will  be  able  to  publish  more,  perhaps  in  a  regular  annual 
issue,  as  Florida's  architects  continue  to  design  outstanding  schools. 

Roy  F.  Knight,  FAIA 
President,  AIA/Florida 


Florida/Caribbean  Archilecl  serves  the  profession  by  providing  current  information  on  design,  practice  management, 
technology,  environment,  energy,  preservation  and  development  of  communities,  constniction,  finance,  economics,  as 
well  as  other  political,  social,  and  cultural  issues  that  impact  the  field. 
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NEWS 


bij  Culiti  Lcfs,  Director  of  Comniutiirnlions.  AIA  Florida 


Board  of  Directors 


Rep.  Ann  Mackenzie  (U)  talks 
with  AIA  Florida  EVP  Scott 
Shalley. 

The  AIA  Florida  Board  of  Di- 
rectors met  in  January  in 
Tallahassee  for  the  annual  Lead- 
ership Summit  and  winter  board 
meeting.  Over  50  architects  from 
Florida  were  in  attendance.  1998 
President,  Roy  Knight,  FAIA,  out- 
lined an  ambitious  agenda  for  the 
new  year.  The  Board  kicked  off 
a  comprehensive  grassroots  leg- 
islative network  of  "Champion 
Architects."  It  also  voted  to  ap- 
prove the  1998  operating  budget. 

The  week  included  two  leg- 
islative receptions  hosted  by  AIA 
Headquarters  which  provided 
members  the  opportunity  to 
speak  with  Education  Commis- 
sioner Frank  Brogan  as  well  as 
key  members  of  the  House  and 
Senate.  The  Boaid  hosted  a  lun- 
cheon which  featured  an  update 
from  Senators  Katherine  Harris 
and  Charles  Clary. 

Chapter  Pullara  Awards 


Jacki  McNicholus,  AIA.  emcees 
AIA  Orlando's  Pullara 
presentation. 

The  1998  Chapter  Pullara 
Awards  were  presented  at  the 
annual  Leadership  Summit  in 
January.  AIA  Miami,  AIA  Jack- 
sonville, AIA  Orlando,  AIA 
Florida  Southwest  and  AIA 
Tampa  Bay  all  presented  excel- 
lent proposals  of  1997  chapter 
activities  in  a  variety  of  catego- 
ries. The  1998  Pullara  Honor 


Award  was  presented  to  AIA 
Florida  Southwest  for  overall 
excellence  in  chapter  activities. 
AIA  Jacks(jnville  was  the  winner 
in  the  Public  Outreach  and 
Awareness  category  for  it's  "Ar- 
chitecture Celebration  Week" 
activities.  The  award  in  the  Po- 
litical I]ffectiveness  category  and 
the  Membership/Development 
category  went  to  AIA  Florida 
Southwest  for  their  "Read  the 
Fine  Print"  binders  and  "Return 
on  Investment"  promotion,  re- 
spectively. AIA  Tampa  Bay  was 
recognized  in  Other  Activities  for 
their  ^\ib\\ca.\\on,  Bay  Architect. 

Preservation  Projects 

If  you  have  been  involved  in 
an  outstanding  preservation 
project  in  the  last  three  years,  or 
if  you  know  of  an  individual  who 
is  a  remarkable  preservation 
leader  and  has  helped  save  a  part 
of  local  or  national  heritage,  take 
note.  The  deadline  to  submit 
nominations  for  the  1998  Na- 
tional Preservation  Awards,  the 
nation's  preeminent  award  in 
preservation,  is  May  1,  1998. 

The  annual  Preservation 
Awards  program  recognizes  or- 
ganizations, companies  and 
individuals  active  in  preserva- 
tion, rehabilitation,  restoration 
or  interj^retation  of  America's  ar- 
chitectural and  cultural  heritage. 
Up  to  15  winners  will  be  honored 
at  the  52nd  National  Preserva- 
tion Conference  in  Savannah, 
GA,  October  20-25,  1998. 

Last  year's  winners  included 
Zuni  Pueblo  elders  and  youth, 
who  joined  forces  to  preserve 
their  historic  buildings  and  im- 
portant cultural  traditions;  the 
revitalized  Project  Row  Houses 
in  Houston;  the  once  demolition- 
threatened  EgyiJtian  Theater  in 
Ogden,  I'tah;  and  the  newly  re- 
stored USS  Constitution  in 
Boston,  Mass. 

For  nomination  materials,  call 
or  write  Preservation  Awards, 
National  Tiiist  for  Historic  Pres- 
ervation, 1785  Massachusetts 
Avenue,  N.W.,  Washington,  D.C. 
20036,  (202)588-6092. 


Publications 

The  Federal  Facilities  Coim- 
cil,  a  component  of  the  U.S. 
National  Research  Council,  has 
released  a  new  publication.  In- 
novations in  Federal  Facilities. 
This  document  showcases  26  ex- 
amples of  successfully  applied 
innovations  in  federal  facilities  and 
illustrates  the  potential  benefits  of 
improving  federal-facilities  plan- 
ning, design,  construction  and 
management  tlirougli  innovation. 

Organized  into  "products  and 
technologies"  categories,  tlie  inno- 
vations ranged  from  concrete 
ad-mixtures  to  HVAC  control  pan- 
els to  GIS  management  .systems. 
Each  entry  is  illustrated  and  briefly 
described  on  one  page,  with  a  ma- 
jor emphasis  on  individual  contacts 
who  can  provide  more  informatioa 
To  obtain  the  dociunent,  Teclmical 
Report  #135,  from  the  National 
Academy  Press,  write  to:  Director, 
Federal  Facilities  Council,  2101 
Constitution  Avenue  NW,  Wash- 
ington, DC  20418;  phone,  (202) 
334-3374;  or  visit  their  website  at 
virww2.nas.edu/ffc. 

The  Alliance  to  Save  Energy  rec- 
onunends  that  the  llnited  States 
price  enei-gy  to  reflect  die  costs  of 
air  pollution  and  climate  change 
damages  in  a  study  released  in  Feb- 
rtiary.  The  result  of  two  years  of 
research,  die  Alliance's  new  report, 
F^ice  It  Right:  Energy  Pricing  and 
Fundmnentai  Tar  Refonn,  makes 
a  strong  argimient  for  the  revenue- 
neutral  shifting  of  taxes  from 
income  and  savings  to  fossil  fuels 
and  consumption.  LIsing  an  ad- 
vanced model  developed  by 
Harvard  Professor  Dale  W. 
Jorgenson,  former  chair  of  the 
Harvard  Economics  Department, 
the  Alliance  demonstrates  the  dra- 
matic environmental  and  economic 
benefits  of  repricing  enei-gy.  losing 
1996  as  tlie  baseline.  Price  It  Right 
projects  tax-shift  impacts  to  2025 
and  beyond.  The  Executive  Simi- 
mary  of  Price  It  Right:  Energy 
P)icing  and  Fundanioital  Tar  Re- 
fonn can  be  ordered  by  calling 
(202)857-0666  or  downloading  tlie 
document  from  the  Alliance's  web 
site  at  www.ase.org. 


Continuing  Education 

The  American  Institute  of 
Architects  and  Fathom  Digital 
Media  Design  are  pleased  to  an- 
nounce that  orders  are  being 
taken  for  the  program  called 
"Success  Strategies  for  Design 
Professionals." 

Success  Strategies  for  De- 
sign Professionals  is  an 
interactive  learning  program 
created  to  take  advantage  of  the 
mobility,  accessibility  and  in- 
creased information  retention 
possible  with  multimedia.  Pub- 
lished on  CD-roni,  the  program 
offers  the  design  practitioner 
the  ability  to  learn  at  his  own 
pace  and  in  a  setting  of  his 
choosing  while  meeting  all  the 
state  registration  board's  and 
the  AIA's  guidelines  for  continu- 
ing education. 

Included  in  the  program  are 
strategies  for  successful  negotia- 
tions, ideas  for  improving  the 
scope  and  quality  of  service,  tips 
on  managing  the  small  project, 
£md  some  thoughts  on  improved 
time  management.  Also  included 
is  a  special  presentation  of  strat- 
egies for  financial  awareness  and 
practices  within  the  design  firm; 
a  must  for  all  designers  who  want 
to  hone  their  business  skills. 

The  program  features  a 
soundtrack  narrated  by  Dick 
Estell  of  National  Public  Radio's 
"From  the  Bookshelf."  The  user 
navigates  through  six  sections  of 
graphically  rich  presentations 
and  then  is  tested  on  the  infor- 
mation presented.  Tlie  test  offers 
immediate  feedback  and  scoring. 
A  print-capable  "notepad"  is  of- 
fered to  allow  the  user  to  record 
thoughts  and  ideas  during  the 
presentations. 

Success  Strategies  for  De- 
sign Professionals  is  also 
useful  as  a  reference  manual 
and  a  teaching  tool  for  in-firm 
learning  programs.  The  prod- 
uct meets  the  requirements  of 
a  quality-level  three  education 
program  as  defined  by  the  AIA/ 
CES  requirements.  Contact 
Fathom-DMD  at  (615)244-0101 
for  more  information. 
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TROPIC  TOP"" 

ARTIFICIAL  THATCH 


At  last,  the  demand  has  been  met  for  a  thatch  that  is  virtually 
indestructible.  Tropic  Top™,  a  lightweight  metal  shingle, 
colorlast,  100%  fireproof,  installs  as  easily  as  ordinary  roof 
shingles,  and  has  the  appearance  of  natural  thatch  without  any  of 
the  disadvantages. 

It  Is  cost  effective  because  you  will  never  have  to  replace  it. 

We  are  able  to  help  with  design  and  installation  requirements  for 
your  particular  roofing  application. 

2028-3   EASTBOURNE  WAY,   ORLANDO,   FL  32812 
407/273-0069  FAX  407/273-0069 


WINDOWS 

CURTAIN  WALLS 

ENTRANCES 

STOREFRONTS 

Some  products  Dade  County  certified 
for  large  and  small  missle  inpact  tests. 


Contact  your  local  representative 
for  EFCO  products. 


Bassett  & 
Company,  Inc. 

2145  Northeast  Second  Street 
Ocala,  Florida  34470 

(352)  867-1185 
Fax  (352)  867-1193 
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JODAN 


12360  66"'  Street  North,  Suite  VI 
Largo,  Florida  33773 

(813)  531-4762 
Fax  (813)  531-7854 


http:  /  /  www.efcocorp.com 


Leaking  Heating/Air  Conditioning  Ducts  Waste 
10  Billion  Dollars  Worth  of  Energy  Each  Year! 


RCD  #6  Mastic 


RCD  #8  Mastic 


RCD  #9  Mastic         RCD  PS«  1  Mastic 


These  four  RCD  Mastics  are  (Ul)  Listed  to  UL-1 81 A-M  and  UL-1 81 B-M 
and  will  help  you  reduce  this  waste  of  energy. 


For  More 
Information 


RCD 


Corporation 


Call 
800-854-7494 
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Shaping  Spaces  for  Learning 


Cresthaven  Elementary 

School 

Pompano  Beach,  Florida 

Singer  Architects 

As  new  schools  replace  old 
ones,  new  priorities  in 
education  surface.  Buildings 
that  were  safe,  healthy  learning 
environments  for  30  or  40  years 
are  now  obsolete.  As  with  the 
old  Cresthaven  Elementary 
School — a  rambling  1950s 
structure  without  security 
provisions,  air  conditioning,  or 
the  capacity  to  accommodate 
expanding  technology — they 
became  overcrowded  and 
sorely  outdated. 

Design  and  construction  of 
a  replacement  for  lu-ban 
Cresthaven  offered  Singer 
Architects  several  challenges, 
but  one  in  particular  stood  out: 
The  old  school  had  to  remain 
operational  untU  the  new 
facility  opened.  Placement  of 
the  construction  into  an 
occupied  site  thus  became  a 
major  factor  in  the  planning 
and  design. 

Security,  one  of  the  cUent's 
(and  today's)  preeminent 
concerns,  was  achieved  by 
conceiving  the  new  facility  as  a 
protected  enclosure.  Two 
two-story  classroom  buildings 
face  one  another  across  a 
courtyard  space,  joined  at  one 
end  by  the  cafeteria/auditorium 
and  at  the  other  by  the  media 
center.  Located  symbolically  in 
the  heart  of  the  courtyard  is  the 
guidance  center 

Control  was  achieved  by 
enabling  observation  of  all 
public  areas  of  the  building, 
and  by  providing  a  single  entry 
point.  Students,  staff,  and 
visitors  entering  through  the 
large,  welconung,  gathering 
space  must  pass  the  adminis- 
tration suite  and  move  toward 
the  guidance  facility.  Multiple 
points  of  exit  are  accessible  in 
cases  of  emergency.  The  design 
has  been  cited  as  an  exemplary 
use  of  CPTED  (Crime  Preven- 


Common  arnong  Singer  projects  is  the  establishment  of  clean,  arresting  shapes  to  rest  the  eye  on. 
Walkway  from  the  Kindergarten  playground  leads  students  into  the  inter-ior  spaces  where  classroom 
and  courtyard  are  found.  Photograph:  Donald  Singer,  FAIA 
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Reading  semicircle  is  one  of  several  liurizontal  geometries"  desigried  as  outcloor  activity  areas  within 
the  couttyards.  Photograph:  Dan  Forer 


tion  Through  Environmental 
Design)  principles. 

Within  the  two  5,000  sf 
courtyards  are  hard-  and  soft- 
surface  areas  for  learning  and 
playing.  The  circular  top  of  a 
geometric  totem  pole  rises  above 
the  school  as  a  locator  device. 
AU  corridors  are  articulated  by 
openings  of  corresponding 
basic  geometric  shapes  that 
help  the  children  identify  the 
levels  of  the  school  (      on  the 
second  floor,      on  the  first). 


Designed  as  a  prototype, 
Cresthaven's  82,000  sf  facility, 
accommodates  776  students, 
but  the  plan  is  flexible.  In 
another  setting,  it  can  be  trim- 
med down  for  680  students,  for 
example,  by  removing  a  block  of 
fom  classrooms,  or  modified  by 
the  addition  of  various  special 
education  options.  Poured-in- 
place  floors  and  open  web  steel 
roof  joists  rest  on  masonry 
bearing  walls.  Operable 
aluminum  window  systems 


provide  fenestration,  and  the 
roofing  is  a  bituminous  built-up 
system  flashed  to  a  parapet.  A 
main  chiller  plant  serving  fan 
coU  units  in  each  classroom 
provides  continual  air  control. 

Singer  wanted  the  school  to 
stand  out  in  its  location,  a 
largely  industrial  area  sm- 
rounded  on  three  sides  by 
monotonous,  mostly  white 
warehouses.  The  architect's 
initial  concept  that  the  exterior 
stucco  be  red  was  endorsed 


enthusiastically  by  the  principal 
but  overthrown  at  a  neighbor- 
hood meeting,  wliich  ended  with 
the  "compromise"  color  of  pink. 
Architect  Don  Singer,  FAIA, 
finds  that  compUments  often 
come  from  unexpected  places. 
When  Cresthaven  opened,  he 
presented  the  principal  ("stiU  a 
happy  person,"  says  Singer) 
with  a  framed  photograph  of 
the  school.  Later,  he  was 
approached  by  the  head 
custodian  who  asked,  "Could  I 
get  a  copy  of  that  photo?  I'm 
real  proud  of  this  place."  ♦ 


Architect: 

Singer  Architects 
Principal  in  charge: 

Donald  Singer,  FAIA 
Landscape  Architect: 

Stresau  Smith  &  Stresau, 

P.A. 
Structural  Engineer: 

Donnell  &  Duquesne 
Civil  Engineer: 

Flynn  Engineering 

Services,  P.A. 
Mechanical/Electrical 
Engineer: 

Stolley  and  Associates 
General  Contractor: 

ICA  Construction  Corp. 
Owner: 

School  Board  of  Broward 

County  ■— 


Photograph:  Ed  Zealy 
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Large  windows  open  onto  the  unifying  comtyards  and  provide 
ventilation  on  cool  days.  Photograph:  Dan  Forer 


Teaching  Sustainability  by  Example 


Ascension  Catholic  School 
Addition 

Melbourne,  Florida 
Spacecoast  Architects,  P.A. 

Wluit  better  way  for  students 
to  learn  than  by  example? 
From  any  spot  in  the  34,500  sf 
addition  to  Ascension  Catholic 
School,  any  Kindergartner  to 
eighth  grader  can  point  to 
examples  of  energy-saving 
features:  a  skylit  hallway, 
lighting  fixtures  and  coordi- 
nated switches,  north-south 
windows  for  maximum  daylight 
without  heat  gain  and  natural 
ventilation,  light-colored 
surfaces  to  reflect  heat. 
Students  have  learned  about 
these  and  other  attributes  of 
their  school  as  well  as  experi- 
encing them,  thanks  to  a 
coloring  book  by  the  architect 
illustrating  its  environmentally 
friendly  architectural  features 
and  design. 

The  two-story  addition 
includes  administration  offices, 
six  regular  classrooms,  a 


Light  shelves  on  soulh-Jcicing  wails  shade  lower-  windows  and  reflect  into  the  light  apertures  above. 
Photograph:  John  Anderson 


library,  a  computer  center,  art 
and  music  rooms,  a  science 
lab,  and  a  cafetorium  with  full 
kitchen  facilities  and  a  stage. 
Although  the  new  construction 


more  than  doubled  available 
space,  the  energy  load  for  the 
new  facility  was  calculated  at 
half  the  requirements  for  the 
existing  five-year-old  24,500  sf 


CLASSROOM  AND  ADMINISTRATKDN  ADDITION 
ASCENSION  CATHOLIC  SCHOOL 


structure  it  attaches  to. 
Spacecoast  Architects'  built-in 
energy  efficiencies  brought  the 
parish  nearly  $90,000  in  rebates 
from  Florida  Power  &  Light. 

Sustainable  design  concepts 
are  the  cornerstone  of  all  of  the 
firm's  projects,  with  the  goal  of 
producing  aichitecture  with 
low  environmental  impact,  high 
functionality  and  satisfaction, 
and  long-term  viability.  The 
firm's  philosophy,  according  to 
Spacecoast  president  Lawrence 
Maxwell,  ALA,  holds  that  good 
architecture  must  embody  the 
principles  of  sustainable 
design.  "Sustainable  design," 
says  Maxwell,  "need  not  cost 
any  more,  look  any  different, 
or  compromise  any  of  the 
functions  required  of  any 
building."  In  fact,  at  $55/sf, 
Ascension's  construction  cost 
was  less  than  that  of  a  "no 
frills"  elementary  school  design 
built  by  the  local  school  board. 

The  Ascension  addition 
exemplifies  these  concepts  on  a 
relatively  small  scale,  but  with 
significant  results.  Siting  was 
the  first  step  in  smart  use  of 
daylighting,  which  includes 
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noitlT/soiith  windows  only, 
shading  devices  to  help  diffuse 
and  direct  hght  yet  bring  in 
indirect  light,  a  140-foot 
translucent  hallway  skyhght  that 
also  lights  classrooms  by  way  of 
interior  clerestory  windows,  and 
location  of  classrooms  and 
offices  at  window  walls.  Thick 
concrete  walls  and  roof  and 
extensive  wall  and  roof-deck 
insulation  were  used  to  produce 
a  thermal  lag,  or  flywheel 
effect — for  example,  absorbing 
the  sun's  heat  in  winter  and 
slowly  releasing  it  into  the 
surrounding  space  to  maintain 
a  more  constant  temperature. 
Classroom  windows  open  at 
angles  that  promote  movement 
of  fresh  air  on  cool  days.  Light 
fixtures  contain  three  bulbs, 
and  light  switches  allow  for 
latitude  in  electric  lighting  to 
supplement  daylighting:  from 
no  artificial  light  on  bright 
days  to  partial  or  full  bulb  use 
on  gloomy  days  or  at  night. 

Central  to  the  energy 
savings  is  a  new  computer- 
controlled  chilled  water 
thermal  storage  system  (which 


will  also  cool  the  old  school, 
church,  and  parish  hall). 
Installation  of  an  ice  storage 
system  to  shift  the  peak  energy 
load  was  a  major  factor,  and,  in 
turn,  the  FP&L  rebate  will  pay 
for  the  ice  tanks.  For  the 
months  when  air  conditioning 
is  needed,  ten  1,600-gallon 
tanks  store  ice  made  during 
electrical  utility  off-peak  times 
that  is  then  used  for  cooling 
during  on-peak  school  hours. 

Creation  of  light,  bright, 
comfortable  school  conditions 
seems  to  benefit  student  and 
staff  perfonnance  as  well  as 
the  environment.  Students, 
teachers,  and  administrators 
look  foiTvard  to  school  in  their 
bright  and  airy  classrooms. 
What  the  principal  describes  as 
"the  glorious  light"  that  fills  the 
interior  "will  only  help  to 
increase  students  desire  to 
attend  school  and  enhance  the 
potential  for  learning."  Addi- 
tionally, savings  from  the 
energy  efficiency  of  the 
building  will  be  used  to 
increase  teacher  salaries  and 
educational  programs.  ♦ 


A  140' Kal-wall  Skylight  with  light  apertures  bi 
into  second-floor  classrooms.  Photograph:  John 


iugs  diffused  light 
Anderson 


Architect: 

Spacecoast  Architects, 
P.A. 

Principal  in  charge: 

Lawrence  Maxwell,  AIA 
Production  Director: 

Jeffrey  Phillips 
Structural  Engineer: 

Frazier  Engineering,  Inc. 
Civil  Engineer: 

Frazier  Engineering,  Inc. 

Mechanical/Electrical 
Engineer: 

Sklow  &  Runkel 
Consulting  Engineers 
General  Contractor: 

Clancey  &  Theys 
Construction  Company, 
Inc. 
Owner: 

Catholic  Diocese 
of  Orlando 


Building  orientation  urns  the  key  factor/or  the  placement  of  the  south-facing  windows  and  shading 
devices.  Photograph:  John  Anderson 
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A  Lasting  Image  for  a  New  Campus 


Health  Professions  Division 
Campus,  NovaSoutlieastern 
University 
Davie,  Florida 
ACAI  Associates,  Inc. 

Helping  to  meet  the  state's 
glowing  need  for  higher 
education  facilities  has  become 
an  importimt  goal  in  the  private 
sector.  With  the  1994  merger  of 
Nova  and  Southeastern 
imiversities  and  tlieir  creation  of 
a  Health  Professions  Division 
(HPD)  came  a  need  to  develop, 
ahnost  instantly,  a  new  medical 
school  campus. 

ACAI  Associates  of  Fort 
Lauderdale  stepped  in  with  a 
fast  track  plan  to  accomplish 
this  feat:  over  750,000  sf  of  new 
construction,  including  the 
Assembly,  Library/Lab  ("the 
Lab"),  Clinic,  and  Administration 
buildings,  the  physical  plant,  and 
a  six-level  parking  stnicture. 
Completed  in  under  16  months, 
on  budget  and  ahead  of  schedule, 
the  new  campus — a  result  of 
intense  charettes  combined  with 
value  engineering  sessions — 
establishes  a  handsome  image 
for  the  emerging  school,  while 
embracing  energy-saving 
materials,  structural  systems, 
and  operations. 

To  institute  a  walking 
campus,  the  parking  garage  was 
located  on  the  eastern  perimeter 
of  the  21-acre  "L"  shaped  site. 
Covered  and  intersecting  walk- 


Admiiiistralioii  building  at  south 
north.  Parking  structure  at  east 
Photography,  Inc. 

ways,  connecting  the  parking 
area  and  campus  biuldings, 
meet  to  form  a  quadrangle:  a 
landscaped  plaza  where  tlie 
Terry  Clock,  named  for  HPD 
Chancellor  Morton  Terry,  stands 
as  a  landmark.  (Yisitors  say 
experiencing  its  CarUlon  chimes 
is  quite  a  treat.)  Set  at  an  angle 
at  the  center  of  the  campus, 
and  adding  a  dynamic  twist  of 
interest,  is  the  Assembly 
building. 

Built  in  keeping  with 
principles  of  green  design, 
the  Administration,  Lab,  and 
Clinic  buildings  have  identi- 
cal construction:  reinforced 


angled  Assembly  building  is  the 
is  attached  to  campus  by  covered 


hub;  Lab/Library  and  Clinic  at 
walkway.  Photography:  Aerial 


Teii'y  Plaza,  Administration  Tower  at  right.  Ttie  Assembly  Build- 
ing ac^s  as  the  campus  hub.  Photograph:  ACAI  Associates 


concrete  columns  and  post- 
tensioned  beams  with  concrete 
floor  and  roof  slabs  and 
masonry  infill.  Tlie  exterior 
insulation  and  finisliing  system 
(EIFS)  was  selected  for  the 
building  skin  because  it 
resembles  stone,  is  energy-  and 
cost-efficient,  and  requires  little 
maintenance.  Materials  and 
colors  were  selected  to  empha- 
size the  architectural  propor- 
tions of  the  facades  and 
extensive  colonnades. 

Balancing  the  enclosed  look 
of  the  Lab  and  CUnic  buildings, 
the  result  of  needing  window- 
less  facilities,  are  bright, 
spacious  passageways  and 
lobbies,  featuring  interior  and 
exterior  facing  glass  walls,  high 
ceilings,  and  clerestory 
windows  for  added  daylighting. 
Floor  designs  accent  the 
interior  spaces  with  colorful 
tUes,  with  color-coding  and 
distinctive  patterning  used  as  a 
guide  to  each  college's  class- 
room/lab areas. 

The  Assembly  building 
contains  two  large  auditoriums 
(500  and  250  seats)  and  eight 
125-seat  lecture  halls.  Its 
construction,  like  that  of  the 


physical  plant,  is  concrete  post 
and  beams  with  steel  truss  and 
joist  roofing  systems  and 
composite  roof  decking.  A 
standing  seam  metal  roof  vault 
spans  the  wide  central  section. 
Two  parallel  north/south 
corridors  also  serve  as  connec- 
tive walkways  between  the 
Administration  and  Lab 
buildings. 

The  HPD  houses  five 
Colleges:  Osteopathic  Medicine, 
Optometry,  Pharmacy,  Allied 
Healtli,  and  Medical  Sciences, 
all  with  state-of-the-art  equip- 
ment and  faculties.  Each 
department  submitted  labora- 
tory and  work  ai"ea  specifica- 
tions and  requirements  to  the 
aicliitects,  wliich  resulted  in 
practical  designs  and  progrsim- 
ming  tliat  works.  Anatomy  lab 
areas  feature  walls  treated  with 
epoxy  paint  and  steel  panelUng 
and  seamless,  chemical- 
resistant  vinyl  flooring  to 
facilitate  cleaning;  and  within 
the  occupational  therapy  lab 
and  cUnic  spaces  is  a  "simula- 
tion apartment,"  equipped  with 
a  full  kitchen  with  household 
appUances  and  a  fully  fur- 
nished bath  and  bedroom. 
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Mechanical  systems  through- 
out were  designed  with  an  eye 
toward  maximum  energy 
efficiency,  including  a  water- 
cooled  chiller  pump  system 
with  air  handling  equipment  in 
each  building.  A  computerized 
energy  management  system 
controls  temperatures  in  each 
designated  zone,  and,  where 
practical,  entry-controlled 
automated  light  switching 
systems  have  been  installed. 

At  the  Campus  Dedication, 
Dr  Terry  recognized  the 
extraordinary  accomplislunent 
of  ACAI  Associates.  "Ours  is 
one  of  the  largest  single 
campuses  ever  built  from 
scratch,"  the  Chancellor  said, 
"and  it  was  built  to  the  design 
of  the  people  who  utUize  the 
faculties."  ♦ 


Architect: 

ACAI  Associates 
Principal  in  charge: 

Adolfo  J.  Cotilla,  Jr.,  AIA 
Project  Team: 

Alice  R.  Shapiro,  RA; 

Claudia  Munroe; 

Guillermo  VanRell;  Ruth 

C.  Goebel,  CDT,  CSI; 

Andres  Ramos;  Lasanne 

Jones;  David  Pollio 
Programming/ 
Educational  Planning/ 
Interiors: 

ACAI  Associates 
Landscape  Architect: 

Jeffrey  L.  Seigel 
Structural  Engineer: 

Jenkins  &  Charland,  Inc. 
Civil  Engineer: 

DeRose  &  Slopey 
Mechanical/Electrical/ 
Plumbing  Engineer: 

Bard  Rao  +  Athanas 

Consulting  Engineers 
Acoustical  Consultant: 

Bertram  Y.  Kinzey,  Jr. 

General  Contractor: 

Miller  &  Solomon 
Owner: 

NovaSoutheastern 

University 


Natural  and  iiidiml  lifililiiifi  mid  disihiclirrjhiiii-  patterns  cnhaitce  interior  spatial  contrasts.  Pho- 
tograph: Corso  Piiotoyrapliy 


Auditoria/lceliire  halls  feature  wood  flooring  in  the  stage  areas  and  graduated  desk  seating.  Photo- 
graph: Corso  Photography 
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Contemporary  Complex  Respects  History  and  Culture 


Escuela  de  Bellas  Artes 
de  Carolina 

(Carolina  Fine  Arts  School) 
Carolina,  Puerto  Rico 
Davis,  Fuster  Arquitectos 

After  the  Spanish-American 
War,  at  the  beginning  of 
this  century,  the  United  States 
assumed  control  of  the 
internal  affairs  of  its  new 
colonies,  including  Puerto 
Rico.  A  series  of  reforms, 
designed  to  implement  a 
process  of  "(North)  American- 
ization" of  the  population 
included  the  building  of 
schools.  These  became,  in 
many  ways,  symbols  of  this 
purpose.  Contrary  to  the 
custom  in  Spanish  Colonial 
urban  development  of  locating 
schools  centrally,  the  new 
schools  transgressed  the 
municipal  grid,  imposing  a 
suburban  approach  that 
contributed  to  breaking  the 
unity  of  traditional  towns. 

Such  was  the  origin  of  the 
site  in  the  mmiicipality  of 
Carolina  for  which  Davis, 
Fuster  Arquitectos  was 


Concfete  wof follows  curving  line  of  0)1  school  gallery;  mulled  skylights  for  studio/classrooms  are  equipped 
with  aluminum  Jalousies  to  control  dayiighting.  Photograph:  Nathaniel  Fuster-Feli-x 


commissioned  to  design  the 
new  Fine  Arts  School.  Already 
on  the  three-acre  "campus," 
about  foiu'  blocks  from  the 
town  plaza,  was  one  of  these 


1920s  "historic"  schools,  a 
small  accessory  building 
completed  soon  after,  and  two 
1960s-1970s  "pop-out"  schools. 
Apart  from  their  proximity,  the 
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buildings  were  unrelated. 

Within  this  framework,  the 
architects  designed  the  63,000 
sf  complex,  incorporating  the 
existing  stnictures  as  well  as 
relating  to  the  traditional 
urban  center  nearby.  The  new 
design  was  intended  as  an 
organic  "third  system,"  which 
would  consider  the  past  while 
at  the  same  time  reflecting  the 
reality  of  the  island  culture, 
exploring  what  the  architects 
called  "its  tropical,  extro- 
verted, baroque,  ambiguous, 
and  sensuous  nature." 

The  Fine  Arts  School 
consists  of  seven  structures — 
those  old  and  refurbished 
became  rectangular  anchors 
around  which  the  new 
construction  intertwines.  The 
1920s  school  (A  on  the  plan), 
historically  restored,  now 
houses  administration,  the 
drama  department,  and  library. 
The  larger  of  the  later  schools 
(B)  has  been  remodeled  for  the 
dance  department,  while  the 
smaller  (C)  houses  auxiliary 
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theater  functions  and  adjoins 
tlie  new  500-seat  tlieater  (D). 
New  opposing  fan-sliaped 
structures  house  the  art  (E) 
and  music  (F)  departments. 
For  art  studios,  the  shape 
maximizes  natural  light  and 
ventilation;  for  music  studios, 
this  shape  responds  well  to 
acoustical  considerations  and 
presented  an  opportunity  to 
create  an  acljoining  patio  that 
doubles  as  an  amphitheater. 
The  old  accessory  building  is  a 
pleasant  cafe-cafeteria  (G). 


Every  space,  whether  open 
or  enclosed,  relates  to  its 
immediate  surroundings  and 
contributes  to  maximizing 
natural  lighting  and  ventila- 
tion. Patios  and  plazas  were 
established  throughout  the 
sprawling  campus,  reminiscent 
of  the  mix  of  indoor-outdoor 
spaces  of  Old  San  Juan.  These 
traditional  open  spaces  are 
important,  whether  as  a 
functional  complement  to  an 
adjacent  building,  like  the 
amphitheater  or  patios  for 


each  art  classroom,  as  a  green 
space  to  rest  one's  eye,  or  as 
the  Administration  building's 
central  courtyard,  accessed  by 
a  graceful  staircase  and 
enhanced  with  a  fountain. 

Reinforced  concrete,  the 
area's  most  popular,  practical, 
and  inexpensive  construction 
material,  formed  the  basis  of 
construction.  Metal  roofs,  too, 
are  in  keeping  with  the  local 
vernacular  styles,  as  are  the 
ornamental  ironwork  details 
and  polished  and  bush- 
hammered  concrete  and  clay 
tiles  used  for  finishing. 

The  school  will  serve  about 
900  students  from  the  Munici- 
pality of  Carolina,  offering 
extracurricular  credits  in  fine 
arts.  The  students,  who  attend 
other  schools  in  the  area  for 
their  basic  curriculum, 
generally  come  to  the  Fine 
Alts  School  in  the  afternoons. 
Plans  currently  include 
allowing  the  facility  to  be  used 
at  other  times  as  a  community 
center  for  the  arts.  ♦ 


Architect: 

Davis,  Fuster  Arquitectos 
Principals  in  ctiarge: 

J.R.  Coleman-Davis 

Pagan,  AIA,  and 

Nathaniel  Fuster-Felix 
Project  Architect:  m 

Nathaniel  Fuster-Felix     f 
Structural  Engineer: 

Molina,  Garcia  &  Assoc. 
Civil/Site  Engineer: 

EBP  Design  Group 

Mechanical/Electrical 
Engineers: 

Rafael  Amaral  & 

Raymond  Amaral 
Theater  Systems  & 
Acoustics: 

Paul  Birkle  &  Assoc. 
General  Contractor: 

3/0  Construction  SE 
Construction  Inspection: 

Jose  Francisco  Quiriones 
Owner: 

Municipality  of  Carolina, 
Jose  Aponte-De  la  Torre, 
Mayor  j 


s 
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Interior  of  art  studio/classroom,  with  eocposed  concrete  ceiling, 
painted  skylight  effects,  and  wood  doors  that  open  into  a  court- 
yard. Photograph:  Nathaniel  Fuster-  Feli.r 


Clay  tile  pavers  accentuate  curving  lines  of  art  scliuol  gallery;  stu- 
dio/classrooms are  at  left.  Photograph:  Nathaniel  Fuster-Feli.v 
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Updating  a  Landmark  High  School 


By  Randall  E.  Tliron,  AlA 


Melbourne  High  School 
Melbourne,  Florida 
BRPH  Architects- 
Engineers,  Inc. 

Bringing  a  44-year-old  local 
landmark  high  school  into 
the  21st  century  was  the  charge 
given  to  BRPH  Architects- 
Engineers.  A  compact  site, 
poor  site  infrastructure,  severe 
structural  deterioration  of 
buildings  dating  back  to  1955, 
and  asbestos  were  just  a  few 
of  the  challenges  presented  by 
the  Melbourne  High  School 
(Mel  High)  renovation  project. 
It  also  presented  a  unique  and 
exciting  opportunity  for  the 
firm,  and  particularly  myself 
(as  a  1971  alum),  to  create  a 
modem  learning  environment 
that  responds  to  both  local  and 
state  education  goals. 

Adding  to  the  complexity  of 
the  project,  area  residents  and 
the  local  school  board  wanted 
to  renovate  the  school  on  its 
original  site  rather  than  develop 
a  new  campus.  Mel  High  is 
situated  in  the  heart  of  the  city's 
historic  shopping  district,  which 
is  ciuTently  being  revitalized. 
While  relocating  die  school  to 
another  site  was  discouraged, 
the  fact  of  an  extremely 
compact  site  that  housed  26 
existing  academic  buildings 
added  to  the  challenge. 

BRPH  began  with  a 
condition  assessment  to 
analyze  existing  stnictures  and 
mechanical  and  electrical 
systems  to  determine  whether 
a)  the  school  was  salvageable 
for  remodeling,  or  b)  it  had  to 
be  completely  demolished  and 
rebuilt  at  another  location.  The 
three-month  analysis  process 
revealed  severe  structural 
deterioration,  asbestos,  poor 
roof  conditions,  inadequate 
classroom  space,  deficient 
wiring,  and  insufficient 
mechanical  equipment  to 
provide  proper  air  quality. 

This  infomiation  was 
presented  diuing  a  series  of 
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One  of  the  neio  courtyards  features  the  original  school  bell,  built  in  1976  by  a  Mel  High  masonry  class 
to  commemorate  the  United  States  Bicentennial.  Photograph:  Bob  Braun 


plaiming  meetings  and  work- 
shops attended  by  the  principal, 
assistant  piincipal,  teachers, 
department  heads,  and  school 
board  members.  These  meetings 
were  conducted  over  several 
months  and  resulted  in  refined 
educational  program  documents 
and  a  design  solution  that 
responded  to  and  exceeded  the 
client's  expectations. 

BRPH  used  the  Castaldi 
Modernization  Fonnulation 
Fomiula  (comparing  renovation 
costs  with  life  expectancy  of  the 
building)  to  substantiate  the 
design  approach  and  recom- 
mendations for  new  constmc- 
tion,  remodeling,  renovation  and 
demolition  of  existing  buildings. 
Recommendations  included 
extensive  renovation  of  selected 
buUdings  and  the  removal  of  13 
existing  structures,  to  be 
replaced  with  three  new  ones 
providing  165,000  square  feet  of 
new  classrooms.  Tliis  concen- 
tration of  new  bmlt  space 
allowed  for  maximvmi  site 


utilization,  future  ex-pansion, 
increased  parking,  and  larger 
recreational  areas,  including  an 
outside  amphitheater,  plazas, 
and  courtyards. 

Phase  One  included 
construction  of  the  $5.6  million. 


53,841  sf  Classroom  Building  8, 
which  accommodates  609 
students.  Two  stories,  con- 
stnicted  with  load-bearing 
masoruy  and  a  hoUow-core 
second  floor  slab  with  steel  roof 
trusses,  it  features  a  classic 


Large  science  chissrooins  feature  a  central  wetlab  and  other  study 
areas.  Photograph:  Bob  Braun 
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brick  facade.  Phase  One  was 
completed  in  12  months  with 
occupancy  in  Januaiy  1997. 

Phase  Two  included 
construction  of  two  new 
facilities.  Building  1,  with  45,151 
sf  on  two  floors,  contains 
administrative  offices  and 
classroom  space  for  440 
students  and  establishes  a  bold 
new  look  for  the  main  entrance. 
Building  9  contains  37,620  sf  of 
vocational  classrooms  and  shop 
space  for  for  344  students. 

Landscaped  courtyards 
serve  as  central  meeting  places 
for  students.  For  the  renovated 
structures  requiring  new  roofs, 
light-gauge  metal  framing  and  a 
metal  roofing  system  were  used 
to  match  the  roofing  architec- 
ture of  the  new  buildings.  Wliile 
the  original  campus  originally 
had  three  areas  for  bus  loading 
and  unloading,  BRPH  created  a 
single  loading  site  for  38  buses, 
which  effectively  addressed 
student  safety  and  security 
issues.  Phase  Two  was  com- 
pleted in  December  1997  for  a 
cost  of  $10  million. 

Improvements  went  beyond 
"brick  and  mortar"  construction. 
It  has  become  increasingly 
important  to  include  cost- 
effective  retrofit  solutions  to 
schools  that  provide  integrated 
telecommmiication  systems. 
The  Mel  High  campus  has  been 
fuUy  equipped  to  integrate 
telephone,  intercom,  television, 
media  retiieval,  computer 
network,  fire  alarm,  secmity  and 
HVAC  controls  to  form  a  series 
of  parallel  paths  of  commimica- 
tion.  No  longer  suffering  from 
educational  obsolescence,  the 
new,  superbly  functional, 
student-  and  teacher-friendly 
Melbourne  High  School  campus 
once  again  stands  as  a  monu- 
ment to  education  excellence.  ♦ 

Randall  E.  Tliroyi,  AIA,  is  Senior 
Vice-President  and  Director  of 
Operations  at  BRPH  Architects- 
Engineers,  Inc.  Tlie  firm  has 
constmcted  more  than  55  new 
schools  and  has  renovated  over 
250  statewide. 
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Architect:  ^^ 

BRPH  Architects- 
Engineers 

Principal  in  charge: 
Randall  E.  Thron,  AIA 

Chief  Engineer: 
Max  E.  Snider,  RE.,  BRPH 

Structural/CiviV 

Mechanical  and 

Electrical  Engineer: 
BRPH  Architects- 
Engineers 

Construction 

Management: 
Brown  &  Root  Building  Co. 

Landscape  Architect: 
Edward  J.  Haeck,  ASLA 

Owner: 

School  Board  of  Brevard 
County 


The  (7(/,s.s7C  brick  facade  was  accomplished  through  the  use  of  a 
jumbo  brick  base  and  a  diamond  patterned  brick  wall,  with  a  stucco 
appearance  on  the  cornice  and  gable.  Photograph:  Bob  Braun 
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Fresh  Designs,  Sensible  Costs 

SCHENKELSHULTZ  Architects'  Model  Schools 


W'itli  population  growth 
creating  an  explosion  in 
school  construction, 
SCHENKELSHULTZ  Aichitects 
has  designed  over  16  million  sf 
of  new  and  renovated  elemen- 
tary, middle,  high,  and  uni- 
versity/collegiate facilities. 
Recognizing  that  today's  schools 
also  function  as  community 
centers,  the  Orlando-based 
firm's  design  approach  involves 
a  planning  team  made  up  of 
school  staff,  administrators, 
architect  and  facility  planners, 
students,  parents,  and  commu- 
nity members.  With  a  goal  of 
making  good  designs  available 
at  a  reasonable  cost,  the  firm 
has  developed  several  proto- 
types that,  with  slight  modifi- 
cations, have  been  successful 
in  meeting  the  educational 
design  criteria  of  various  school 
districts  for  diverse  sites. 


Celebration  School,  (instructional  neighborhood  plan) 


Celebration  School.  Colorful  block,  stucco  walls,  and  standing  scant  metal  roofs  reference  the pre-WWs  South  Florida  school  vernacular, 
while  period  features  such  as  arcades  and  louvered  sunshades  reflect  the  school's  temperate  setting  (and  help  maintain  air  conditioning 
at  an  economical  level).  Photograph:  Rich  Franco 
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Highland  Elementary  School.  Here  (as  ivell  as  in  the  one-story  school  plan)  the  open  lobby/reception  area  senvs  as  a  gallery  space. 
Photograph:  Rich  Franco 


One  such  prototype  was 
used  most  recently  for 
Highlands  Elementary  School 
in  Seminole  County.  The  two 
stoi-y,  121,000  sf  facility  is 
exceptionally  cost-effective  at 
just  $65/sf.  The  plan  also  is 
being  used  in  Duval,  Charlotte, 
and  Orange  counties.  Merits  of 
the  design  include  flexibility  in 
customizing  interior  spaces, 
security,  and  simple  construc- 
tion methods.  Although  a 
one-story  version  of  the  plan  is 
also  available,  with  rising  real 
estate  costs  and  land-locked 
sites,  the  compact  single 
stnicture  offers  optimum  site 
utilization. 

Discovery  Middle  School 
represents  the  seventh  imple- 
mentation of  a  prototype  that 
has  been  used  successfully 
elsewhere  in  Orange  and  in 
Martin  County.  Conceived  as 
an  "educational  village,"  with 


shingled  roofed  buildings 
surrounding  a  "town  square," 
the  159,000  sf  plan  offers 
security  through  placement  of 
the  public  access  areas  on  just 
one  side  of  the  centralized 
coiutyard.  Orange  County's 
use  of  a  first-rate  construction 
management  team  for  the 
school  yielded  not  only  a 
facility  of  the  highest  quality 
construction  and  durability  but 
shared  cost  savings. 

J.  Thomas  Chandler,  AIA, 
firm  Senior  Vice  President  and 
a  member  of  the  Florida  Public 
School  Construction  Study 
Commission,  knows  what 
kinds  of  facilities  are  needed 
to  accommodate  the  state's 
expanding  technology  and 
population.  "The  design  and 
the  quality  of  construction  of 
Discoveiy  Middle  School," 
says  Chandler,  "is  an  example 
of  a  standard  that  we  must 


accomplish  and  even  improve 
upon  as  we  progress  with  the 
implementation  and  collabora- 
tive approach  to  educational 
facilities  that  will  last  well  into 
the  21st  century." 

At  Winter  Springs  High 
School,  Seminole  County,  the 
facility  planning  team  wanted  a 
multifunctional  facility  that 
would  take  them  into  the  next 
centuiy  The  simple  design  of 
the  360,000  sf,  $33.-5  nulUon 
high  school — it  is  easy  to 
understand,  circulate  around, 
maintain,  and  add  on  to — was 
uncomplicated  to  build, 
meaning  effective  use  of 
construction  fimds.  Public 
spaces,  including  the  Sports 
Complex,  Media  Center  and 
Perfonning  Aite  Center  flank 
the  main  Administration 
Building.  Academic  clusters 
housing  classrooms  and  labs 
were  designed  to  promote 


growth,  flexibility,  and  sensible 
use  of  space.  For  example, 
classrooms  wrap  the  outside 
edge  of  the  clusters,  offering 
views  and  operable  windows, 
while  in  the  labs,  the  intensive 
casework  for  storage  is  in  the 
center  of  the  clusters  instead  of 
using  perimeter  wall  space.  The 
prototype  hsis  been  adopted  for 
use  in  Collier,  Manatee,  and 
Brevard  counties,  too. 

A  different  approach  was 
called  for  in  designing  Osceola 
County's  Celebration  School. 
The  goal  was  to  create  a  state- 
of-the-art  facility  with  the 
old-fashioned  look  and 
hometown  feel  of  the  town  of 
Celebration.  The  school  is 
divided  into  ten  "neighbor- 
hoods," creating  a  flexible 
teaching  environment  of 
variously  sized  interconnected 
spaces — spaces  for  quiet 

Continued  on  page  18. 
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Fresh  Designs 

Continued  from  pagel  7. 


Winter  Springs  High  School.  A  central  main  entrance  leading  into  the  AdTninistration  area  provides  control  and  security  to  visitors  and 
students  com  ing  and  going  from  tlw  campus.  Photograpli:  Rich  Franco 


individual  activities,  high- 
activity  areas  for  team 
teaching  and  collaborative 
learning,  small-  and  large- 
teaching  areas,  and  labs.  Core 
buildings  (Administration, 
Media  Center,  Guidance 
Center,  and  Fine  Arts)  sepa- 
rate the  elementary  school 
from  the  middle  and  high 
schools.  Uniting  the  campus, 
connecting  all  areas,  inside 
and  out,  cu-e  a  covered  pedes- 
trian spine  and  centralized 
open  plaza. 

With  the  incentives 
established  by  the  Legislature 
in  House  Bill  17.A,  embracing 
frugality  along  with  sound 
educational  planning  concepts 
must  be  the  essence  of  future 
Florida  school  design  initia- 
tives, says  Chandler.  With  a 
new  middle  school  prototype 
and  other  designs  in  the 
works,  SCHENKELSHULTZ 
will  continue  to  be  a  leader  in 
this  growing  movement.  ♦ 
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Highlands  Elementary 

Discovery  Middle 

Winter  Springs  High 

School  & 

School 

School 

Celebration  School 

Project  Team: 

Project  Team: 

Project  Team: 

J.T.  Chandler,  AIA, 

J.T  Chandler,  AIA, 

J.T.  Chandler,  AIA, 

D.  Tarczynski,  AIA, 

D.  Tarczynski,  AIA,           ; 

D.  Tarczynski,  AIA, 

D.L.  Fields,  AIA, 

J.  Toth,  AIA, 

J.  Toth,  AIA 

W.  L.  Gabriel,  AIA, 

T  Eckmair,  AIA 

Landscape  Architect: 

Canin  Associates 

J.  Toth,  AIA, 
J.D.  Torbert 

Landscape  Architect: 

Glatting,  Jackson, 

Structural  Engineer: 

Mitzo  Engineering,  Inc. 

Landscape  Architect: 

Wallis  &  Baker  Assoc. 

Lopez,  Kercher,  Anglin  & 
Rinehart 

Civil  Engineer: 

Hanson  Walter  &  Assoc. 

Structural  Engineer: 

Allan  &  Conrad,  Inc. 

Structural  Engineer: 

Mitzo  Engineering 

Mechanical/Electrical 
Engineer: 

Civil  Engineer: 

Ivey  Harris  &  Walls,  Inc. 

Civil  Engineer: 

Ivey  Harris  &  Walls,  Inc. 

Burton  &  Rolley,  Inc. 

Mechanical/Electrical 

Mechanical/Electrical 

General  Contractor: 

Centex  Rooney 

Engineer: 

Burton  &  Rolley,  Inc. 

Engineer: 

Burton  &  Rolley  Inc. 

Owner: 

General  Contractor: 

General  Contractor: 

(Highland)  Seminole 
County  Public  Schools 

Centex  Rooney/ 
Construct  Two 

Balfour  Beatty 
Construction 

Owner: 

(Celebration)  Osceola 
County  Public  Schools 

Owner: 

Orange  County  Public 
Schools 

Owner: 

Seminole  County  Public 
Schools 
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^jor  /nose  of  aou  who  don  Y  want  io 
wai/  2J years  for pah'na.     ^ 


Achieve  your  vision  today,  with 
new  EimGreeii  from  Revere. 

New  EverGmn '  prepatinated 
architectural  copper  eliminates  the  wait. 
Your  vision  of  rich,  multi-dimensional 
patina  can  be  fulfilled  now,  with 
complete  maturity  after  just  four  to 
six  rainfalls. 

Adds  striking  beauty  and  character 
to  any  roof  or  accent.  Call  today  for 
our  new  EverGreen  brochure. 


Revere  Copper  Products,  Inc. 

P.O.  Box  3(1(1 

Rome.  NY  13442-03(10 
'  ^  800-950-1776 

"^  Fix;  315-338-2105 

"yl  www.reverecopper.com 


ScHiRMER  Engineering  Corporation 

Fire  Protection  Engineering  a  Code  Consulting  a  Loss  Control  a  Security  Systems  Design 


ENGINEERING  SERVICES  FOR: 

Comprehensive  Fire  Protection  /  Life  Safety  Analysis 
Performance  Based  Approacfies  to  tfie  Building  Code 
Computer  Fire  Modeling  &  Timed  Egress  Analysis 
Code  Equivalencies  for  Your  Innovative  Designs 
Development  of  Fire/Life  Safety  Programs 
Smoke  Control  System  Design  Criteria  &  Consulting 
Fire  Alarm  &  Sprinl<ler  Systems  Design 
Tecfinical  Design  Reviews  for  Code  Compliance 
Tailored  Approacfnes  for  Appropriate  Protection 
Security  System  Design  for  all  types  of  Buildings 
Negotiations  witfi  Autfiorities  Having  Jurisdiction 
Due  Diligence,  Property  &  Casualty  Facility  Audits 

Contact:     Armando  Lourenco,  RE. 

Schirmer  Engineering  Corporation 

16375  NE  IStfi  Avenue,  Suite  323 
North  tVliami  Beach,  PL  33162-4700 

Voice  (305)  949-8858 

Fax  (305)  949-3673 

E-tVlall  SchlrmerFL<@aol.com 
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VIEWPOINT 

Design/Build:  Reducing  Conflict,  Confusion,  and  Risk 


by  Meade  Cultuisivurtli,  Cl'CU 

Design  professionals,  real  es- 
tate developers,  and  busi- 
nesses in  both  the  private  and 
public  sectors  are  taking  a  new 
approach  toward  the  construc- 
tion delivery  process.  The 
industry  is  witnessing  a  shift  to- 
ward the  concept  of  "design/ 
build"  services — an  approach 
aimed  at  coordinating  the  ef- 
forts of  those  involved  in  the 
construction  process. 

The  desigii/build  delivery  pro- 
cess— contracting  for  a  complete 
product  from  conception  to 
completion — is  an  idea  whose 
time  has  come  for  many  reasons. 
The  benefits  are  many,  but  there 
are  also  procedures  to  foUow  to 
ensure  that  the  process  succeeds. 

Benefits  include  increased 
control  for  the  architect,  consoli- 
dation of  resources — both  finan- 
cial and  hiuiian — and  gieater  like- 
lihood of  bringing  projects  to 
completion  under  budget  and  on 
time.  Additional  benefits  derive 
from  more  communication 
among  all  parties  with  regard  to 
contracts  and  risks  as  well  as  im- 
proved risk  management  and  the 
reduction  of  insurance  claims. 

Increased  control  over  the 
entire  construction  process  al- 
lows the  architect  to  make  ad- 
justments and  improvements  as 
the  project  comes  to  life.  De- 
sign/build reduces  conflict  and 
confusion.  Where  traditionally 
design  was  the  responsibility  of 
the  design  professional,  and 
construction  the  contractor, 
here  the  owners  select  an  archi- 
tect/general contractor  team. 
The  result  is  increased  commu- 
nication, and  owners  have  just 
one  party  to  direct  their  ques- 
tions or  concerns  to. 

Typically,  the  design 
professional's  increased  control 
during  the  construction  process 
decreases  the  cost  and  helps 
bring  the  project  to  completion 
under  budget.  Regular  presence 
at  the  site  often  enables  the  ar- 
chitect to  make  modifications 
and  improvements  quickly  and 
without  adding  costs. 

The  difference  between  tra- 
ditional and  design/build  pro- 


cesses is  one  of  relationships. 
Under  the  traditional  delivery 
system,  the  owner/client  has 
separate  contracts  with  the  de- 
sign professional  and  the  general 
contractor.  With  design/build, 
the  owner/client  has  one  con- 
tract with  the  architectycontrac- 
tor  team.  Because  of  differences 
inherent  in  the  process,  design/ 
build  contracts  must  be  modified 
so  that  there  are  no  misunder- 
standings about  the  rights  and 
responsibilities  of  the  various 
parties  that  make  up  the  team. 
Referred  to  as  Contract  Review 
and  Administration,  this  is  an 
absolutely  essential  part  of  the 
delivery  system  to  mitigate  un- 
foreseen confusion  and  conflicts 


sign,  construction,  means,  meth- 
ods, procedures,  sequences, 
scheduling  and  safety,  the  con- 
tract also  requires  strict  warran- 
ties and  perfonnance  standards. 
For  tills  reason,  contiact  language 
must  be  very  specific  to  identify 
exactly  what  each  team  member 
will  do  for  the  owner/client  and 
for  each  other  in  order  to  avoid 
problems  and  lawsuits. 

Design/build  construction 
documents  require  extra-careful 
attention  as  they  allow  team 
members  to  allocate  the  design 
and  construction  responsibili- 
ties among  themselves.  These 
documents  would  include  the 
performance  warranties,  de- 
fects, costs,  safety,  etc.,  as  op- 


Benefits  include  increased  control  for  the  archi- 
tect, consolidation  of  resources — both  financial 
and  human — and  greater  likelihood  of  bringing 
projects  to  coynpletion  under  budget  and  on  time. 


that  may  arise.  Advice  from  a 
qualified  attorney  and  insurance 
agent/broker  is  cnicial  in  order  for 
this  system  to  work  properly.  Use 
of  traditional  contracts  intended 
to  protect  design  professionals 
may  be  inapproi)riate  for  their 
expanded  role  in  design/build. 

In  the  traditional  delivery  pro- 
cess, design  professionals  deal 
with  a  Standard  of  Care,  which 
requires  them  to  act  as  any  pru- 
dent person  with  comparable 
training,  education  and  experi- 
ence in  the  same  locale  would  do 
in  a  similar  situation.  For  design/ 
build,  besides  the  Standard  of 
Care,  there  is  the  Standard  of 
Warranty  and/or  Performance, 
which  was  previously  only  the 
contractor's  resiionsibility. 

The  designA)uild  process  sub- 
jects team  members  to  a  modem 
day  "law  of  Hammurabi."  In  ad- 
dition to  requiring  that  the  team 
take  responsibility  for  the  de- 


posed to  just  assuming  the  re- 
sponsibility for  design  and/or 
construction  in  the  traditional 
process  The  key  term  here  is  al- 
location of  risk  as  opposed  to 
transference  of  risk,  an  impor- 
tant consideration,  especially 
when  dealing  with  public  enti- 
ties whose  goals  may  include 
the  transference  of  risk. 

To  ensure  that  the  design/ 
build  process  works,  the  design 
professional  and  the  contractor 
must  truly  become  a  team  as  op- 
posed to  separate  entities  trying 
to  constnict  a  project,  as  in  the 
traditional  process.  The  design/ 
build  team  must  be  in  a  position 
to  solve  all  problems  efficiently, 
amicably,  and  quickly,  to  the  mu- 
tual benefit  of  themselves  and 
the  owner,  with  t  he  least  aniount 
of  cost,  conflict,  and  time. 

Among  the  economic  ben- 
efits of  the  team  approach  are 
the  reduction  of  insurance 


claims  and  greater  attention  to 
risk  management.  Recent  statis- 
tics indicate  that  approximately 
70  percent  of  all  claims  brought 
against  design  professionals  are 
generated  by  their  clients  or 
contractors  or  others  involved 
in  the  construction.  With  the 
contractor  and  design  profes- 
sional functioning  as  a  team,  the 
frequency  of  claims  should  be 
reduced. 

Clearly,  substantial  benefits 
can  be  realized  from  use  of  the 
design/build  approach.  Because 
of  increased  control  for  the  ar- 
chitect, consolidation  of  re- 
sources, bringing  projects  to 
completion  under  budget,  in- 
creased communication  among 
all  parties  with  regard  to  con- 
tracts, and  the  reduction  of  insur- 
ance claims,  this  method  is  gain- 
ing popularity.  It  is  worth  consid- 
ering that  the  possibility  of  a  suc- 
cessful endeavor  is  greatly  en- 
hanced when  all  interested  par- 
ties are  committed  to  achieving 
desired  goals  and  objectives. 
Design/build  at  its  best  is  a  team 
endeavor,  the  individual  entities 
of  the  traditional  construction 
process  working  together  ♦ 


Meade  Colli nsworth  is  a 
Chartered  Properly  Casually 
Undericriter  (CPCU)  and  is 
president  of  CollinswoHh,  Alter, 
Nielson,  Fowler  &  Dowling, 
Inc.,  an  insurance  agency  spe- 
cializing in  contractors,  archi- 
Ipcts,  and  engineers,  and  related 
risk^.  Mr  CoUinsicorlh  is  a  past 
president  of  Ike  Soiilli  Florida 
chapter  of  Uie  CPCU  Society  and 
is  a  member  of  the  Florida  As- 
sociation of  Insurance  Agents. 
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For  the  Finest  in  Quality 

Roofing  Tiles  and  Slate,  Make  your 

next  project  a  Masterpiece! 


^^ 


M  A  STERP  I E  CE 

TILE    COMPANY    INCORPORATED 

800-830-TILE 

10731  Southwest  125th  Ave,  Miami,  Florida  33186 

305-270-9681  tel  •  305-270-3723  fax 

http://www.masterpiecetile.com 


Specializing 
in  historic  and 
custom  residential 
applications. 


DON'T  BE  A  PRISONER  OF  THE  PAST  PERCEPTIONS...LET 

ME  HELP  YOU  DESIGN  A  PROFESSIONAL  LIABILITY 

PROGRAM  THAT  MEETS  ALL  YOUR  NEEDS 


OTHER  COVERAGES  AVAILABLE 

•  Pollution  Professional  Liability 

•  Design/Build  Professional  Liability 

•  Contractor's  Design/Build  Professional  Liability 

•  Project  Insurance 

•  Joint  Venture/Equity  Interest  Coverage 

•  Increased  Limits  for  Specific  Projects 

INCLUDING  THE  FOLLOWING 
VALUE  ADDED  SERVICES 

•  Risk  Management  Including 

•  Contract  Review/Administration 

•  Loss  Prevention  Techniques 


W.  iileabc  CollinsUjortl) 

CPCU,ARM,AIM,AAI 

Collinsworth,  Alter,  Nielson,  Fowler  &  Dowling,  inc. 

5979  N.W.  151st  Street  (PO,  Box  9315),  Suite  105,  Miami  Lakes,  FL  33014 

305-822-7800      954-463-8601      305-362-2443 

(Phone)        (Broward)         (Fax) 

State  Wide  Watts  -1-800-822-9303 

The  only  a/e  ProNet  member  In  Florida 


dittmpr 

ARCHITECTURAL   ALUMINUM 


I 


TliE  LEADER  IN   TliE  INDUSTRY  AND 
ThE  EXCLUSIVE  VALKVAY   COVER 
MANUFACTURER  AND  INSTALLER  FOR 
THE   CELEBRATION   SCMOa 
CALL  800-822-1755 


OVER  20  ^ARS  IN   SVEET'S 
10530/aT  08625/aT 


\/l3T  OUR  \^B  SITE: 

www.ditt-deck.cotn 

email:  dittnner@ditt-deck.com 


1006   Shepord   Rood 

Winter  Springs,   Florida   32708-2018 

Ph:   407/699-1755  *   Fax:   407/695-4430 


Mortairless  BlokUp 

Choose  from  full-frame  e.xtruded  aluminum  system  for  walls  or  windows 
...curved  wall  system. ..or  anchor-clip  system  that  requires  no  frame.  For 
genuine  WECK'''  glass  block. 


•  Easy  assembly  wittiout  mortar 

•  Predictable  finished  quality  with 
real  WECK  glass  block 

•  Faster  installation  means  lower 
installed  cost 


'  Reinforcing  metal  beams  for  strength 
'  3  ways  weathertight:  silicone 
inside,  front  and  rear  seals 

'  Optional  thermal  break  and  sill 
dram  systems 


GLASS  MASONRY,  INC. 

5000  Oakes  Rd.,  Suite  F  •  Ft.  Lauderdale,  FL  33314 
CALL  1-800-940-4527 
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For  you,  building  a  home  involves  more  than  just  following  a 


blueprint.  Your  vision,  your  insight  adds  the  details  which  take  a  home  from  ordinary  to 


extraordinary.  So  you  need  products  that  highlight  what  can  be  done,  rather  than  what 


today   it's   not  cjuite   enOUgh 


has  already  been  done  Like  using  maple,  not  just  for  floors  and  cabinets,  but  for  windows 


and  doors,  too.  Your  imagination  should  know  no 


fsOOJ   477-6808  ext 


w  w  w  .  w  e 


athcrshield 


See  list  of  dealers  on  page  24 
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Principal  Suppliers  for  Featured  Projects 


Escuela  de  Bellas  Artes  de  Carolina 

Davis,  Fiister  Arquitoctos 

Principal  Suppliers: 

Valcor  Security  Window;  Santiago 
Metal  Manufacturing  Coip-; 
("omercial  Adolfo  S.  Pagan,  Inc.;  San 
Juan  Ligliting  Coip.;  Lausell 
Aluminum  Jalousies  Co.,  Inc.; 
Iniaginacion;  Mobile  Paints;  Belden 
Brick  Co.;  American  Agencies  Co., 
Inc.;  Miiamar  Distributors;  Inter- 


American  Builders  Agencies,  Co., 
Inc.;  Technical  Distributors  &  Carrier 
(Puerto  Rico),  Inc. 

Cresthaven  Elementary  School 

Singer  Architects 

Principal  Suppliers: 

Taniiac,  (Jeo  Welding,  N.R.  Window, 
ALA  Insulation,  Precision  Panel, 
Durham  Electric,  Otto  Vinas  Plumbing, 
All  Ute/B2  Tech,  The  Bared  &  Co. 


WEATHER  SHIELD  DEALERS 
SEE  OUR  2  PAGE  AD  ON  22  &  23 


Architectural  Window  &  Door 

Ft.  Myers,  Florida  •  941/768-1173 


Architectural  Windows  and  Cabinets 

Jacksonville,  Florida  •  904/725-8495 
St.  Augustine,  Amelia  Island  &  Panhandle  •  800/320-1312 


HBS  Inc. 

Vero  Beach,  Florida  •  561/567-7461 


NOR-DEC  International 

Miami,  Florida  •  305/591-8050 

San  Juan,  Puerto  Rico  •  787/722-5425 

Santo  Domingo,  Dominican  Republic  •  809/697-4251 

Dominican  Republic  Showroom  •  809/227-7882 


Palm  City  Millwork 

Palm  City,  Florida  •  561/288-7086 
West  Palm  Beach,  Florida  •  561/586-2280 


S  &  P  Architectural  Products 

Deerfield  Beach,  Florida  •  954/480-8959 

Miami,  Florida  •  305/596-2699 

Jupiter,  Florida  •  561/748-5580 

Ft.  Myers,  Florida  •  800/992-8959 


S  &  S  Craftsmen 

Tampa,  Florida  •  813/247-4429 


Celebration  School 

schenkp:lsciiiiltz 

Principal  Suppliers: 

American  Buildings  and  Aag;uird- 
Harbin,  Acousti  Engineering,  Dimare 
Construction,  Dittmer  Aichitectural 
Aluminum,  Hufcor,  Interstate  of 
Florida,  Mader  Southeast,  Randall 
Mechanical,  Rauland  Borg,  United 
Electric 

Winter  Springs  High  School 

SCHENKELSCHULTZ 

Principal  Suppliers: 

Richtex,  VSG  Interiors,  Dai-Tile, 
Superior  Windows,  Ilussey  Mfg.,  York 
International,  Action  Floor  Systems, 
Weyerheuser,  Emco  Industries 

Highlands  Elementary  School 

SCHENKELSCHULTZ 

Principal  Suppliers: 

T.M.I.  Cabinets,  Aimstrong  Worid 
Industries,  Trane,  Seaman  Corp., 
Superior  Windows,  Varco-Pruden, 
Bobrick  Washroom  Equipment 

Ascension  Catholic  School 

SpaceiiKLst  Aichitects,  P.A. 

Principal  Suppliers: 

CSR  Rinker;  Foote  Steel;  Pre-cast 
Specialties,  Inc.;  A.G.  Mauro  Co.; 
Kalwall,  Inc.;  Sherwin  Williams  Paints; 
Schuller  International;  HUFCOR,  Inc.; 
Trane  Company,  Inc.;  Calmac,  Inc. 

NovaSoutheastern  University 
Health  Professions  Divison  Campus 

ACAI  Associates 

Principal  Suppliers: 

Ulmer  Construction,  Inc.,  Collier 
County  Roofing,  Crawford  Tiacy 
Corporation,  Lotspeich  Interior 
Contractors,  Bluejay  Construction, 
Keys  Granite,  Custom  Tile  of  Miami, 
Delta  Painting,  Inc.,  Hollywood 
Woodworking,  Inc.,  Hill  York 
Corporation,  Jerome  Nagelbush  & 
Associates,  C.  Davis  Electric,  Irwin 
Seating  Company,  Miami  Audio 
Visual,  P'arrey's  Hardware,  Don  Bailey 
Carpets,  Inc. 
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INDEX  TO  ADVERTISERS 

Buyers'  Guide 


Architectural  Aluminum 

Dittnier  Architectural  Aluminum 
(91-13) 21 

Architectural  Photography 

Chroma  Inc./George  Cott  (91-11) 26 

Artificial  Thatched  Roofs 

Tiopic  Top  (91-25) 5 

Building  Materials 

Trus  Joist  MacMillan  (91-28) 27 

Building  Products 

Aluminum  Semce,  Inc.  (91-10) IBC 

Concrete 

Y-Tong  Florida  (91-27) 2 

Construction  Manuals 

The  Florida  Wood  Council  (91-16) 25 

Consulting  -  All  Window  &  Door 
Needs 

Aichitectural  Windows 

&  Cabinets  (91-29) 22-23,  24 

lies  Inc.  (91-29) 22-23,24 

Nor-Dec  International  (91-29) 22-23,  24 

Palm  City  MW  (91-29) 22-23,  24 

S  &  P  Architectural  Products 

Inc.  (91-29) 22-23,  24 

S  &  S  Craftsmen  Inc.  (91-29) 22-23,  24 

Weather  Shield  (91-29)  22-23,  24 

Consulting  Engineers 

Schirmer  Engineering 
CoHJoration  (91-28) 19 

ConsultingAVindows  &  Doors  -  Dade 
County  Approval 

Aichitectural  Windows 

&  Cabinets  (91-29) 22-23,  24 

HBSInc.  (91-29)  22-23,24 

Nor-Dec  International  (91-29) 22-23,  24 

Palm  City  MW  (91-29) 22-23,  24 

S  &  P  Architectural 

Products  Inc.  (91-29) 22-23,24 

S  &  S  Craftsmen  Inc.  (91-29) 22-23,  24 

Weather  Shield  (91-29)  22-23,24 

Copper  Products 

Revere  Copper  Products  (91-20) 19 

Curtain  Walls 

EFCO  CoHJoration  (91-14) 5 

Doors  &  Windows 

Window  Classics  Con?-  (91-26) 27 

Duct  Work  Accessories 

RCD  Coip.  (91-19) 5 
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Energy  Technology 

Florida  Natural  Gas 
Association  (91-15) IFC 

Engineered  Lumber 

Ti-us  .Joist  MacMillan  (91-28) 27 

Fire  Protection  Engineers 

Schirmer  Engineering 
Coi-poration  (91-28)  19 

Glass  Blocks 

Glass  Masonry  (91-17) 21 


HVAC 

Florida  Natural  Gas 
Association  (91-15) IFC 

HVAC  Adhesives  &  Sealants 

RCD  Corp.  (91-19) 5 

Insurance 

Collinsworth,  Alter,  Nielson, 

Fowler  &  Dowling,  Inc.  (91-12) 21 

Seitlin  Risk  Management 

&  Insurance  (91-23) 28 

Siincoast  Insurance 

Associates,  Inc.  (91-23) 28 


When  it  Comes  to  the  Best  Way  to  Build 
a  Home...  We  Wrote  the  Books 


Two  new  design  took  explain  l)ow  to  build  economically  with  wood  while  meeting  high  wind  requirements. 


Guide  to  Wood 
Construction  in 
High  Wind 
Areas 


By  closely  matching  the  resistance 
of  the  wood  building  system  to 
wind  loads  found  in  the  Standard 
Building  Code,  the  Guide  to 
Wood  Construction  in  High 
Wind  Areas  makes  it  easier  to 
design,  build  and  inspect  single 
story  wood  frame  structures.  And, 
for  multiple  story  homes,  you  can 
now  use  the  Wood  Frame 
Construction  Manual.  Both  docu- 
ments have  been  accepted  by  the 
State  of  Florida  as  alternative 
methods  for  achieving  compli- 
ance with  section  1606  of  the 
1994  Standard  Building  Code. 

For  flexibility,  speed  and  beauty, 
build  out  of  wood. 

For  information  about  the  Guide 
to  Wood  Construction  in  High 
Wind  Areas,  the  Wood  Frame 
Construction  Manual  and  semi- 
nars on  their  use;  or,  to  obtain  a 
copy  of  either,  contact  the  Florida 
Wood  Council  at 

(407)  275-3430. 


yfioodp 


l^v  ■ 

"It's  a  better  way 

to  build  single 

stoiy  homes!  Out 

of  wood:  using 

the  Guide  to 

Wood 

Construction  in 

High  Wind 


Charks  t/httteld  of 
Whiffisfd  Consltuclion  " 
H  rr  f-  Buiidei  Framing 
CoiVioctor  and  Moslei 


Flundj  \Vo.id  tiiuncll  Mcmlu-ts 

The  Guide  to  Wood  Frame  Construction  in  High  Wind  Areas  was  developed  by  the  High  Wind  Pro|ect: 
a  collaboration  of  the  American  Forest  and  Paper  Association,  APA  -  The  Engineered  Wood  Association, 
Canadian  Wood  Council,  Florida  Wood  Council,  Southern  Forest  Products  Association  and  the  Western 

Wood  Products  Association 
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Lumber 

Tnis  Joist  MacMillan  (91-28) 27 

Marvin  Windows  &  Doors 

Window  Cliissics  Coip.  (91-26) 27 

Merc  Adhesives  &  Sealants 

RCD  Corp.  (91-19) 5 

Metal  Rooflng 

Aluminum  Service,  Inc.  (91-10) IBC 


Mold/Mildew  - 
Control  &  Removal 

Tasso  WaUcovering  (91-24) OBC 

Natural  Gas 

Florida  Natural  Gas 
Association  (91-15) IFC 

Photography 

Chroma  Inc./George  Cott 
(91-11) 26 


Drysdale  Residence,  Atlantic  Beach 

William  Morgan,  FAIA 
William  Morgan  Architects,  RA. 


GEORGE     COTT 


Professional  Liability 

Collinsworth,  Alter,  Nielson, 

Fowler  &  Dowling,  Inc.  (91-12) 21 

Seitlin  Risk  Management 

&  Insurance  (91-23) 28 

Suncoast  Insurance 

Associates,  Inc.  (91-23) 28 

Roof  -  Tile 

Master[3iece  Tile  Company  (91-18) 21 

Roofs/Artificial  Thatch 

TropicTop  (91-25) 5 

Store  Fronts 

EFCO  Corporation  (91-14) 5 

Textured  Wall  Systems 

Tasso  Wallcovering  (91-24) OBC 

Wallcovering 

Tasso  Wallcovering  (91-24) OBC 

Windows 

EFCO  Corporation  (91-14) 5 

Windows  &  Doors 

Architectural  Windows 

&  Cabinets  (91-29) 22-23,  24 

HBS  Inc.  (91-29)  22-23,24 

Nor-Dec  International  (91-29) 22-23,  24 

Palm  City  MW  (91-29) 22-23,  24 

Ricketson  Sash  &  Door  Co.  (91-21) 19 

S  &  P  Architectural 

Products  Inc.  (91-29)  22-23,  24 

S  &  S  Craftsmen  Inc.  (91-29) 22-23,  24 

Weather  Shield  (91-29) 22-23,24 

Window  Classics  Corp.  (91-26) 27 

Wood  Windows  &  Doors 

Ricketson  Sash  &  Door  Co.  (91-21) 19 


Architectural/Interior  Design  Photography 


CHROMA  INC     •     2802  Azeele  Street    •    Tampa,  Florida   33609     •     (813)873-1374 


Fax-on-Demand 

Participating  advertisers  are 
assigned  a  foiu-digit  code  (located 
in  the  index  to  advertisers).  To 
access  additional  information 
about  the  advertiser's  product  and/ 
or  service,  you  only  need  to  dial 
(410)  252-9595  from  your  fax 
machine  and  listen  to  the  voice 
prompts  for  further  instnictions. 
PRESTO  -  you  will  receive 
additional  information  about 
advertiser's  products  and/or 
services. 
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Aluminum  Service,  Inc.  (91-10) IBC 

Architectural  Windows  & 

Cabinets  (91-29) 22-23,  24 

Cliroma  Inc./George  Cott  (91-11) 26 

Collinsworth,  Alter,  Nielson, 

Fowler  &  Dowling,  Inc.  (91-12) 21 

Dittmer  Architectural 

Aluminum  (91-1:3) 21 

EFCO  Corporation  (91-14) 5 

Florida  Natural  Gas 

Association  (91-15) IFC 

The  Florida  Wood  Council  (91-16) 25 

Glass  Masonry  (91-17) 21 

HBS  Inc.  (91-29) 22-23,  24 

Masterpiece  Tile  Company  (91-18) 21 

Nor-Dec  International  (91-29) 22-23,  24 

Palm  City  MW  (91-29) 22-23,  24 

RCD  Corp.  (91-19) 5 

Revere  Copper  Products  (91-20) 19 

Ricketson  Sash  &  Door  Co.  (91-21) 19 

S  &  P  Architectural 

Products  Inc.  (91-29) 22-23,  24 

S  &  S  Craftsmen  Inc.  (91-29) 22-23,  24 

Schimier  Engineering 

Corporation  (91-28) 19 

Seitlin  Risk  Management  & 

Insurance  (91-23)  28 


Suncoast  Insurance 

Associates,  Inc.  (91-23) 28 

Tasso  Wallcovering  (91-24) OBC 

Tropic  Top  (91-25) 5 


Tills  Joist  MacMillan  (91-28) 27 

Weather  Shield  (91-29) 22-23,  24 

Window  Classics  Corp.  (91-26) 27 

Y-Tong  Florida  (91-27) 2 


MARVIN. 


WINDOWS  &  DOORS 


'Sk^ 


L   \l/     /    /I   .^/ 

Window  Classics  supplies  beautiful,  low  maintenance  wood 
windows  and  doors  from  Marvin  to  Florida  and  the  Caribbean. 

Window  Classics  Corp. 


HOLLYWOOD 

Ph.  954/966-1148 
Fax  954/983-7724 

LONGWOOD 

Ph.  407/332-1352 
Fax  407/332-1353 


MIAMI 

Ph.  305/266-9800 
Fax  305/267-8197 

BONITA  SPRINGS 

Ph.  941/498-9141 
Fax  941/498-9142 


W.  PALM  BEACH 

Ph.  561/659-0600 
Fax  561/659-1555 

TAMPA 

Ph.  813/915-1414 
Fax  813/933-0015 


Headers  Without  Headaches^ 


w 


Trus  Joist  MacMiUan's  FrameWorks® 
Header  is  3^2"  thick  and  available  in  a 
variety  of  depths,  making  it  the  perfect 
one-piece  framing  solution  for  windows 
and  passage  doors. 

The  superior  performance  and  uniform 
dimentions  of  the  FrameWorks'  Header 
can  drastically  reduce  call-backs  to  fix  dry- 
wall  cracks  or  nail  pops  above  doors  and 
windows,  problems  commonly  caused  by 
headers  made  from  ordinary  lumber. 


FrameWorks*  Headers  are  available  in  the  following  depths: 
4Ys".  51/2",  71/4",  8¥s".  9'/2".  IIV4",  11%",  14",  16",  18". 


Home  Oi  The  FRAMtWoRKi*  Buildin 


Accept  no  substitutes 

call  Trus  Joist  MacMillan 

for   the  dealer  nearest  you. 

800/854-5647 
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Loss. 


Prevention. 

It's  simple,  really.  You  can  buy  professional  liability  insurance 
from  a  carrier  who'll  try  to  protect  your  resources  after  you  have 
a  claim.  Or  you  can  be  a  part  of  DPIC's  program  —  delivered  by 
a  company  and  specialist  agents  long-dedicated  to  helping  you 
stop  losses  before  they  happen.  Our  loss  prevention  services, 
dispute  and  claims  handling  and  insurance  coverage  work  to 
stop  claims  and  losses,  not  just  cover  them.  Experience  the  loss 
prevention  difference  with  DPIC.  Contact  one  of  the  independent 
agents  below  or  visit  us  on  the  Web  at  www.dpic.com. 


North  &  Central  Florida 

Suncoast  Insurance 

Associates,  Inc. 
Tampa  FL 
800.741.8889 


Southeast  Florida 

Seitlin  &  Company 
Miami  FL 
305.513.5964 


DPIC  Companies 

Orion  Capital 


A.M.  Best  Rating;  "A"  (Excellent).  Policies  ore  undeiwritten  by  Secuiily  Insurance  Compony  of  Hortloid,  Design  PiotessionnI' 
Insurance  Compony  ond  The  Connecticut  indemnily  Compony  The  issuing  compony  vones  by  stole  DPIC.  Monterey  CA,  is  wbolly     ' 
owned  by  Onon  Copitol  Coipoiotion,  o  NVSE-listed  copintion  with  ossets  over  S3  5  billion,  ©  1 998  DPIC  Componies,  Inc. 


hi  these  days  of  cost-cutting,  customer  service 
seems  to  have  taken  a  back  seat  to  corporate  profit. 
But  ASI  is  different.  After  nearly  35  years  in 
business,  we've  grown  into  one  of  the  South's 
largest  building  products  distributors.  And  we've 
built  that  growth  on  going  out  of  our  ivay  to 
provide  customers  with  the  best  service  possible. 
Here  are  just  a  few  examples: 

Inventory: 

One  of  the  widest  selections  of  low  maintenance 
products  in  a  depth  of  colors  and  styles. 

Delivery: 

Usually  within  24  hours. 

Assistance: 

Technical  support  in  installation  and  producHon 
selection,  and  marketing  assistance  in  helping 
customers  develop  more  business. 

If  you're  looking  for  a  building  products  distributor 
that  has  the  service  your  business  needs,  then  come 
to  the  distributor  who  has  built  its  reputation  on 
service  .  .  .  Aluminum  Service  Inc. 

14  Locations  Throughout  the  South  Specialty 
Products  Include: 

•  Siding  •  Railings  •  Roofing 

•  Soffit  •  Hurricane  Panels         •  Gutters 

•  Shutters  •  Windows  •  Extrusions 

•  Insulation  •  Sheet  Goods 


ALUMINUM  SERVICE,  INC. 

"Service  Is  Our  Middle  Name" 

1-800-282-6624 

tiHp://www.aserv.com 


Is  Indoor  Air  Quality  Important  To  You? 

Then  why  specify  a  non-breathable  wallcovering  or  other 
wall  system  that  traps  moisture  and  could  add  to  health  problems. 


SOLUTION 

Breathable,  durable,  fiberglass  paintable 
textured  wall  system 


To  keep  your  walls  healthier  while  having  high  performance  features... specify 


40  years 
Proven 
Results 


Tassoglas^ 

Fiberglass  Textured  Wallcovering  System 


ALSO  COVERS 

PANELING  B 

'^CONCRETE  OLOCK 


TheTassoglas  system  delivers  solutions  to  mold  and  mildew  problem  wall.  The  inherent  characteristics  of  fiberglass 
offer  high  performance  features  including  a  highly  breathable  system  for  mold  and  mildew  resistance,  long  life  cycle, 
and  high  durability  that  save  your  renovation  budget  thousands  of  dollars. 

What  our  customers  say  about  Tassoglas 

"We  were  planning  to  level  our  building  because  of  mold  and  mildew  problems.  Tassoglas  proved  to  be  the  proper  problem 

solver  and  has  saved  us  thousands  of  dollars.  It  is  easy  to  maintain."  Ken  f^ann,  Owner,  Howard  Johnson  Key  West,  Florida 

South  Florida  Middle  School  Project 

"The  school's  hallways  were  in  constant  repair  and  expensive  maintenance  due  to  deterioration  plaster  and  also  the  sheetrock 

walls  being  kicked  in  by  the  "karate  wanna  be  kids."  The  solution  was  a  customized  system  utilizing  a  fiber  reinforced  gypsum 

panels  covered  with  Tassoglas  and  then  painted  with  a  high  quality  latex  paint.  After  2  years,  the  school's  maintenance  people 

say  the  walls  still  look  brand  new."  Dich  Roos,  President,  TASSO  USA 

For  More  Information,  Call  1-800-888-2776  or  1-954-429-3883  (outside  the  US) 


I^TASSO 


Setting  Now  Standards  In  Wallcovering. ..Again! 
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Seven  operating  rooms 

at  Jackson  Memorial  are  served  by  one  air  handler 

that  delivers  14,000  cfm  of  fresh  air.  These  rooms  require  the 

removal  of  370  pounds  of  moisture  per  hour  on  a  typical  day  in  order 

to  maintain  65°  Fahrenheit  dry  bulb  and  50%  relative  humidity.  A  single 

natural  gas-reactivated  (steam)  desiccant  dehumidilier  was  specified  to 

pretreat  the  outside  air  and  send  it  to  the  operating  rooms.  This 

system  is  competitive  in  cost  with  conventional  systems  and  is 

saving  the  hospital  thousands  of  dollars  a  year  in 

operating  costs. 


Natural  Gas  Cooling. 
Doctors  Like  It. 
Accountants  Love  It. 

As  a  rule,  hospitals  have  to  maintain 
ideal  temperatures  and  humidity 
levels  in  the  operating  rooms  for  the 
safety  of  their  patients,  as  well  as  the 
comfort  of  the  doctors  and  staff. 
At  Jackson  Memorial  Hospital  in 
iami,  engineers  have  tailored  a 
system  for  a  suite  of  operating  rooms 
that  keeps  the  temperature  and 
humidity  under  control,  and  reduces 
overall  cooling  costs. 
After  evaluating  many  options, 
engineers  turned  to  a  natural  gas- 
fired  desiccant  system  to  supplement 
the  existing  central  chiller. The 
desiccant  system  takes  the  load  off 
the  central  chiller, 
allowing  it  to  run  more 
efficiently. 

Natural  gas  cooling. 
It's  the  cost  effective 
way  to  cool  and 
dehumidify  commercial 
and  residential  space.  For  more 
information  on  gas-fired  desiccant, 
engine  driven,  or  absorption  units  call 
your  local  gas  company. 


FLORIDA 
NATURAL  GAS 
ASSOCL\TION 


850-681  0496  •  e-mail:  info@flgasassc.com 
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ARCtilTKTURt: 

SHAPING  FLORIDA'S  FUTURE 

Boca  Balon  Retort  S  Club,  Auguil  12-15  1998 


Convention  'Rcqiitratiou  'Rt.s 

The  1998  Annual  Convention  has  lower  Registration  Fees  and 

Continuing  Education  Fees!!!!!I 

Early  Registration  Aher  August  1,  1998 

Member  $99  $135 

Spouse/Guest  $49  $60 

Student  $40  $40 

Non-member  $200  $250 

Day  Rate  $60  $75 

Convention  registration  is  required  tor  all  attendees  and  their 
spouse  or  guest.  The  registration  tee  includes  tickets  to  the 
Presidents  Welcome  Reception,  the  Trade  Show  Extravaganza, 
Opening  Session  with  kevnote  speaker.  Complimentary  CE 
Sessions,  continental  breakfasts  and  dailv  breaks. 


'T//(.s  \v(;;-'s  conirnlioii  promises  to  he  an  excitinq  time 

jor  tireluleets  around  the  state  and  reqion.  '1-rom  the 

openuu]  session,  ivith  livo  renoivned  kc\'note  speakers, 

to  the  •■itVTlorida  !  Uvards  ceremonv,  where  we'll 

reeoijnize  the  host  in  •llonda:  this  eelehration  oj 

:  Irehiteeliire:  Shapimi  •  I  lorida's  ■  hiitiire  is  not  to  be 

missed.  .Make  voiir  plans  noi\'  to  he  with  us  in  'Pioea 

'Riilon  on  .'///(/;;>/  i  z  -  i  ^. 


'Torjiirthcr  injovmatwn,  call 

Eileen  Johnson,  Director  of  Operations 
AlA  Florkl.i  ,SS()/222-7S90 
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Public  building  construction  offers  a  critical  opportunity  to  set  high 
standards  for  buildings.  It  is  the  responsibility  of  community  leaders 
to  build  well.  Tliese  people  have  the  fiduciaiy  tmst  of  their  constituencies 
to  consider.  Our  leaders  must  not  be  free  and  easy  with  the  public  purse. 
Neither  should  they  approve  inadequate,  shoddy,  uninspiring  construc- 
tion. Value  must  be  of  paramount  concern  whenever  public  trust  is 
..  ^  involved, 

'^^^^  This  issue  of  Florida/Caribbean  Architect,  by  the  examples  described, 
^^^^^  illustrates  the  value  of  well-designed  public  buildings.  The  range  of 
building  tyjjes  required  to  meet  the  public  sector  need  is  very  broad, 
Florida's  remarkable  talent  is  well  represented  in  the  Pinellas  County  justice  complex; 
the  immense  Orange  County  Convention  Center;  and  the  Metropolitan  Detention  Center 
in  Miami.  The  Orlando  parking  garage,  done  in  partnership  with  a  church,  is  a  suiprising 
and  marvelous  opporturuty  for  public  art  as  well. 

Good  design  is  a  common  thread  that  binds  all  efforts  to  make  communities  pleasant 
places  in  which  to  live.  It  is  important  to  examine  work  in  the  public  sector  to  determine 
how  good  building  in  the  public  realm  represents  and  reflects  a  community's 
aspirations.  Whether  these  buildings  succeed  or  fail  is  dependent  upon  the  degree  of 
care  and  clear  thinking  devoted  to  each  building,  for  such  are  the  stuff  of  good  design. 

The  community  must  first  recognize  that  architecture  is  a  public  ai1;  indeed  the  most 
public  art.  Buildings  give  immediate  presence  to  a  community's  values  and  standards.  If 
expressions  of  high  ideals  are  of  primary  concern,  they  will  be  asserted  in  the  form  of  the 
resultant  building.  If  expediency  and  mere  "economy"  were  of  foremost  consideration, 
they  too  will  be  reflected  by  the  constniction.  Public  pride,  beauty,  economy, 
sustainability,  and  concern  for  the  environment  are  fundamental  to  good  design.  Public 
buildings  represent  the  public  interest  and  express  the  nature  and  character  of  the 
public  interest  involved.  All  buildings  unavoidably  reveal  the  ability  of  the  professional 
who  created  them  as  well  as  the  concern  of  the  client,  the  public  agency,  and  its  ability 
to  suppoil  good  building. 

Qualification-based  selection  of  architects  for  public  work  is  the  first  step  toward  the 
assurance  of  high  quality  in  public  buildings.  In  taking  their  obligations  seriously,  pubUc 
officials  must  carefully  select  the  appropriate  designer  for  each  project.  It  is  also 
incumbent  upon  these  public  officials  to  ensure  that  the  selected  finn  will  be  paid  well 
enough  to  work  carefully  toward  the  best  possible  design.  Fimding  good  design  is  the 
best  possible  investment  for  a  community.  It  is  profoundly  critical  in  the  pubUc  sector 
that  beautiful  buildings  pei-fonn  well.  Paying  the  right  price  for  design  is  important  for 
realizing  economies  in  constniction  as  well  as  an  appropriate  ex-pression  of  public 
ideals.  Shortchanging  the  thought  process  is  foolish  and  dangerous.  Time  and  the  quality 
of  tlie  designer's  experience,  ability,  and  effort  are  the  critical  factors,  not  the  fee 
charged.  Low  fees  will  result  in  poor  service.  Society  can  not  afford  the  results  of 
building  carelessly. 

Roy  F.  Knight,  FAIA 
President,  AIA/FIorida 


Florida/Caribbmti  Aniiilrrl  serves  the  profession  by  providing  ciinent  iiifomiation  on  design,  practit  o  management, 
teclmology,  emironmenl,  energy,  preser\ation  and  development  of  communities,  constniction,  finance,  economics,  as 
well  as  other  political,  social,  and  cultural  issues  that  impact  the  field. 
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Five  AIA  Florida  Members 
Elevated  to  College  of  Fellows 

Tlie  American  Institute  of  Ai- 
chitects  elevated  five  AIA  Florida 
members  to  the  AIA  College  of 
Fellows,  an  honor  attained  by  less 
than  four  percent  of  the 
organization's  membership.  This 
prestigious  achievement  is  con- 
ferred on  members  with  at  least 
ten  years  of  continuous  member- 
ship who  have  made  significant 
contributions  to  the  profession. 

The  AIA  Florida  members 
honored  are  Henry  C.  Alexander, 
FAIA  Miami;  I.S.  Keith  Reeves,  V, 
FAlAOriando;  Edward  J.  Seibert, 
FAIA  Florida  Gulf  Coast;  Karl 
Thome,  FAIA  Gainesville;  and 
Daniel  Williams,  FAIA  Miami. 

Alexander,  Vice  President  of 
the  Coral  Gables  firm  of  Mateu, 
Carreno  Rizo  &  Partners,  was 
honored  for  his  efforts  to  make 
the  profession  of  ever  increasing 
service  to  society  tlirough  com- 
munity service.  In  the  wake  of 
Hurricane  Andrew,  Alexander,  as 
president  of  AIA  Florida,  mobi- 
Uzed  architects  throughout  the 
state  to  support  a  massive  out- 
reach and  recovery  effort  which 
focused  on  the  needs  of  neighbor- 
hoods ravaged  by  the  storm. 

For  his  work  to  promote  the 
aesthetic,  scientific,  and  practi- 
cal efficiency  of  the  profession 
through  design,  I.S.Keith  Reeves 
was  selected.  Reeves,  principal 
of  Architects  Design  Group  in 
Winter  Park,  has  based  his  career 
on  the  premise  that  each  archi- 
tectural commission  is  an  oppor- 
tunity to  achieve  design  excel- 
lence. He  has  extensively  re- 
searched, written,  lectured  and 
utilized  color  in  his  work  be- 
cause of  his  recognition  of  its 
impact  on  the  built  environment 
and  on  humans  both  psychologi- 
cally and  physiologically. 


Edward  Seibert,  principal  of 
Seibert  Arcliitects,  P. A.,  was  rec- 
ognized for  his  work  in  promot- 
ing the  aesthetic,  scientific  and 
practicEil  efficiency  through  de- 
sign. Seibert's  commitment  to  ar- 
chitecture as  art  has  resulted  in 
consistently  provocative  and  el- 
egant design  solutions.  His  work 
demonstrates  great  versatility 
wlule  he  continues  to  explore  and 
refine  his  design  philosophy  of 
articulate  geometry  and  sculptur- 
ally elegant  spaces. 

For  his  work  to  advance  the 
science  and  art  of  planning  and 
building  by  advancing  the  stan- 
dards of  architectural  education, 
training,  and  practice  through 
education,  the  College  recognized 
Karl  Thome. 

Thome,  of  Karl  Thome  and 
Associates  in  Gainesville,  has  sig- 
nificantly and  positively  impacted 
imier-city  conununities,  and  cre- 
ated educational  opportunities  for 
third  world  and  minority  youth. 
Througliout  his  career  he  has  pro- 
moted tlie  essence  of  diversity  and 
enhanced  the  values  and  perception 
of  minority  architects  in  the  profes- 
sion and  in  society. 

Uan  WiUiams,  of  Daniel  Will- 
iams ARCHITECT  in  Coconut 
Grove,  was  honored  for  his  efforts 
to  increase  the  cormectivity  be- 
tween the  urban  and  natural  en- 
vironments. This  improved  con- 
nection will  afford  environmental 
protection  while  increasing  en- 
ergy efficiency.  As  an  architect 
and  conmiunity  activist,  he  has 
been  a  driving  force  in  the  protec- 
tion of  the  Everglades  watershed 
and  the  creation  of  regional  parks 
that  will  provide  for  a  sustainable 
water  supply  for  Dade  County. 

Alexander,  Reeves,  Seibert, 
Thorne  and  Williams  were  in- 
vested in  the  College  of  Fellows 
at  the  1998  AIA  National  Conven- 
tion in  San  Francisco  on  May  15. 


1998  Legislative  Wrap-up 

prepared  by  Mike  Huey  and 
Chris  Hansen 

The  Florida  Legislature 
ended  the  1998  Regular  Session 
on  Friday,  May  1,  at  6:00  p.m. 
AIA  Florida  enjoyed  a  very  pro- 
ductive legislative  session 
thanks  to  the  legislative  affairs 
commission  and  the  grassroots 
members. 

Outlined  below  are  issues 
that  AIA  Florida  concentrated  its 
attention  on  during  this  session. 
Through  your  response  to  our 
calls  for  action  in  weekly  faxes, 
AIA  Florida  generated  a  great 
deal  of  positive  attention  for  oiir 
legislative  concerns. 

I.  Statewide  Building  Code 

AIA  Florida  has  been  promot- 
ing a  single  statewide  building 
code  for  years.  After  months  of 
work  by  the  Governor's  Building 
Codes  Study  Commission  and 
months  of  "politicking"  by  inter- 
ested parties,  the  Legislature  fi- 
nally passed  a  single,  unified 
building  code  -  HB  4181.  This 
legislative  issue  dominated  our 
1998  efforts.  Although  the  Asso- 
ciation was  one  of  the  principad 
proponents  of  a  unified  code,  the 
bill,  as  initially  drafted,  gave  lo- 
cal governments  disciplinary  au- 
thority over  the  professional  li- 
censes of  architects,  engineers 
and  contractors.  Unfortunately, 
the  drafters  of  the  bill  were  con- 
vinced by  building  code  officials 
that  architects  and  engineers 
were  consistently  submitting 
plans  and  specifications  totally 
inadequate  in  the  area  of  code 
compliance  and  that  contractors 
consistently  failed  to  adhere  to 
codes  during  construction.  Con- 
sequently, it  became  necessary  in 
their  minds  to  give  disciplinary 
power  to  local  governments  and 
this  was  part  of  the  "bargain"  of- 
fered to  local  governments  to 
entice  them  to  accept  a  single 
statewide  code.  AIA  Florida  was 
not  consulted  about  this  issue 
before  the  bill  was  filed  and  the 
Florida  Homebuilders  Associa- 
tion, while  opposed  to  this  par- 
ticular disciplinary  concept,  had 


signed  off  on  the  entire  bill  early 
on.  The  House  sponsor  and  rep- 
resentatives of  the  Building 
Codes  Study  Commission  ad- 
vised us  that  they  were  unwill- 
ing to  modify  the  bill  to  remove 
these  onerous  and  duplicative 
disciplinary  provisions  so  we  ini- 
tiated an  all-out  lobbying  effort 
to  persuade  legislators  that  de- 
sign professionals  consistently 
design  buildings  in  accordance 
with  all  applicable  codes  and 
that  local  disciplinary  authority 
was  not  only  unnecessary  but 
would  likely  be  abused. 

Larry  Schneider  did  a  great 
job  in  scrutinizing  the  bill  and 
providing  us  with  technical  ad- 
vice. Wayne  Drummond,  Tom 
Lewis  and  Melody  Linger,  as 
members  of  the  Building  Codes 
Study  Commission,  were  of  tre- 
mendous assistance  in  providing 
background  infomiation. 

Armed  with  the  backgroimd 
and  technical  advice,  we  asked 
architects  around  the  state  to 
write  and  call  their  legislators. 
Your  response  was  tremendous 
£ind,  as  we  persisted  in  our  daily 
lobbying  efforts,  we  began  to  see 
progress.  The  final  critical  com- 
ponent of  our  efforts  was  to  en- 
gage Senator  Clary  in  this  issue. 
As  the  only  arcliitect  in  the  Leg- 
islature and  an  advisory  member 
of  the  Commission,  it  was  essen- 
tial that  he  be  aligned  with  our 
position.  He  and  his  staff  gave 
this  issue  top  priority  completely 
understanding  our  concems  and 
ably  assisting  us  via  the  coordi- 
nation of  meetings  with  all  inter- 
ested parties  which  culminated 
in  your  lobbying  team  rewriting 
m^or  portions  of  the  legislation 
to  address  our  concems.  The  bUl, 
as  passed,  contains  the  following 
major  components. 

•  The  Board  of  Building  Codes 
and  Standards  is  reconsti- 
tuted as  the  Florida  Building 
Commission  (FBC); 

•  The  Department  of  Insurance 
is  required  to  adopt  the 
Florida  Fire  Prevention  Code 
and  the  Life  Safety  Code; 

•  Before  the  2000  Regular 
Session,  the  FBC  must  sub- 
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mit  for  review,  and  approval 
or  rejection,  the  Florida 
Biulding  Code  adopted  by  the 
FBC  £ind  prepare  a  list  of  rec- 
ommendations of  revisions 
to  the  Florida  Statutes  neces- 
sitated by  adoption  of  the 
Florida  Building  Code  if  the 
Legislature  approves  the 
Florida  Building  Code; 

•  Upon  initial  adoption,  the 
Florida  Building  Code  and 
the  Florida  Fire  Prevention 
Code  and  the  Life  Safety 
Code  are  deemed  adopted  by 
all  local  jurisdictions  with 
some  restrictions  -  local  gov- 
ernments may  adopt  more 
stringent  requirements  to  the 
codes; 

•  Beginning  in  2001,  local 
governments  shall  assume 
expanded  responsibilities  for 
permitting,  plans  review  and 
inspection  of  facilities  that 
are  currently  reviewed  by 
state  agencies; 

•  The  Florida  Building 
Comnussion  wiU  create  and 
administer  a  statewide  prod- 
uct evaluation  system; 

•  There  will  be  a  building  code 
training  program  developed 
which  will  become  part  of 
current  continuing  education 
requirements  for  occupa- 
tions related  to  construction 
and  construction  regulation; 
and 

•  The  Depailment  of  Business 
and  Professional  Regulation 
is  required  to  implement  an 
automated  information  sys- 
tem which  tracks  disciplinary 
actions  taken  against  con- 
struction-related occupa- 
tions on  a  statewide  basis. 

II.  Building  Inspections  for 
Code  Compliance 

For  the  past  several  years, 
AIA  Florida  has  witnessed  alien- 
ation between  the  building  code 
officials  and  the  design  commu- 
nity. It  seems  that  since  the  Leg- 
islature required  licensure  of 
building  code  officials  -  which 
the  Association  supported  - 
these  officials  have  consistently 
attempted  to  require  architects 


and  engineers  to  be  licensed  to 
perform  building  code  inspec- 
tions for  local  governments.  Last 
year-,  we  passed  legislation  in  the 
House  of  Representatives  to  cure 
this  problem,  but  the  Senate 
failed  to  pass  the  bill.  This  year, 
in  a  concerted  effort  with  FES, 
we  successfully  lobbied  amend- 
ments to  the  statutes  which  al- 
low architects  and  engineers  to 
inspect  buildings  for  local  gov- 
ernments without  requiring  li- 
censure by  the  Boaid  of  Build- 
ing Code  Administrators  and  In- 
spectors and  without  disciplin- 
ary authority  by  that  Board. 
While  the  Building  Officials  As- 
sociation of  Florida  strenuously 
resisted  our  efforts,  we  suc- 
ceeded in  persuading  the  chair- 
man of  the  Business  Regulation 
and  Consumer  Affairs  Commit- 
tee of  the  merits  of  our  position. 
Likewise,  we  persuaded  Senator 
Clary  of  the  wisdom  of  such  an 
amendment  and,  it  just  so  hap- 
pened, he  was  sponsor  of  a  pri- 
mary bill  supported  by  the  build- 
ing officials  which  he  amended 
to  accommodate  our  objectives. 
A  special  thank-you  also  goes  to 
Senators  Ginny  Brown-Waite 
and  Fred  Dudley  for  their  assis- 
tance in  this  effort. 

If  HB  4439  is  approved  by  the 
Governor,  architects  and  engi- 
neers cleaily  will  be  allowed  to 
perform  building  inspections 
upon  request  of  local  govern- 
ments based  solely  upon  their  li- 
censure as  design  professionals 
and  without  being  subjected  to 
the  disciplinary  processes  of  the 
Board  of  Building  Code  Admin- 
istrators and  Inspectors. 

III.  Miscellaneous 

For  the  first  time  in  many 
years,  we  did  not  encounter  a 
major  battle  regarding  the  Con- 
sultants' Competitive  Negotia- 
tion Act  (CCNAj.  We  did  find  a 
couple  of  bills  where  the  univer- 
sity system  sought  to  exempt  it- 
self from  this  selection  process 
but  the  sponsors  of  these  bills 
did  not  attempt  to  fight  us  once 
we  brought  the  issue  to  their  at- 
tention. There  were  a  nimiber  of 


bills  dealing  with  the  contracting 
industry  which  we  monitored  to 
assme  no  negative  impact  on  the 
design  professionals.  Likewise, 
there  were  a  nimiber  of  bills  ad- 
dressing mechanics'  liens  and  we 
prevented  any  language  altering 
the  ability  of  design  profession- 
als to  file  hens  for  sums  due  for 
professional  services.  An  organi- 
zation representing  landscape 
designers  successfully  lobbied 
legislative  authority  for  such  per- 
sons to  perform  certain  land- 
scape services  without  licensure 
as  landscape  architects.  The 
landscape  architects  fought  this 
legislation  but  finally  suc- 
cumbed. We  closely  monitored 
the  situation  to  assure  that  there 
were  no  negative  impacts  on 
building  design  or  other  architec- 
tural services. 

It's  not  too  late  to  write  a 
note  of  thanks  to  those  legisla- 
tors who  were  supportive  of  AIA 
Florida  during  the  1998  session. 
Continue  conversations  with 
your  representatives  throughout 
the  year  to  maintain  an  open 
door.  Thanks  to  each  of  you  for 
helping  make  this  a  successful 
legislative  session  for  AIA 
Florida. 

1998  AIA  Florida  Conven- 
tion Not  to  Be  Missed 

Plans  are  underway  for  the 
1998  AIA  Florida  Annual  Con- 
vention to  be  held  August  12-15 
at  the  Boca  Raton  Resort  and 
Club  in  Boca  Raton,  Florida. 
This  year's  convention  promises 
to  be  an  exciting  time  for  archi- 
tects around  the  state  and  re- 
gion. Join  us  for  an  exciting 
kickoff  of  Architecture:  Shaping 
Florida's  Future,  with  our  key- 
note speakers,  Robert  Campbell 
and  .James  Howard  Kunstler.  Mr. 
Campbell  is  an  architect,  writer 
and  1996  Pulitzer  Prize  winner. 
He  has  published  more  than  80 
articles  in  national  periodicals 
and  is  a  contributing  editor  of 
Architectural  Record.  He  is  es- 
teemed by  many  to  be  "the  lead- 
ing architectural  critic  in 
America  today." 


James  Howard  Kunstler  is 
the  author  of  TJie  Geography  of 
Nowhere  and  Home  from  No- 
where. He  is  a  regular  contribu- 
tor to  the  New  York  Times  Sun- 
day Magazine  and  oped  page. 
He  is  a  graduate  of  State  Univer- 
sity  of  New  York  and  has 
worked  as  a  reporter  and  fea- 
ture writer  for  a  number  of 
newspapers  and  for  Rolling 
Stone  magazine. 

This  year's  convention  also 
includes  an  outstanding  sched- 
ule of  continuing  education  pro- 
grams, a  spectacular  Trade 
Show  Extravaganza,  and  an 
evening  of  recognizing  the  best 
in  Florida  architecture  at  our 
Saturday  evening  awards  din- 
ner. Call  8-50.222.7590  for  a  reg- 
istration brochure. 

Honors 

Congratulations  to  William 
Morgan,  FAIA  for  being  selected 
as  one  of  three  recipients  of  the 
American  Institute  of  Architects 
1998  Institute  Honors  for  distin- 
guished achievements  that  ben- 
efit the  built  environment  and 
the  profession  of  architecture. 

Morgan,  of  William  Morgan 
Architects  in  Jacksonville,  is 
recognized  for  his  lifelong  pio- 
neering research  into  the  begin- 
nings of  architectural  creativity, 
which  led  to  three  books  of 
analysis  of  pre-Columbian-era 
architecture. 

This  honor  was  conferred 
during  the  1998  AIA  annual  con- 
vention in  San  Francisco  in  May. 

In  Memoriam 

Robert  M.  (Bob)  Little,  FAIA, 
Emeritus,  of  Valdosta,  Georgia 
died  March  13  at  South  Georgia 
Medical  Center.  Little  practiced 
in  Miami  for  many  years  before 
moving  to  Valdosta  last  year. 

William  (Billj  Ellenburg 
Poole,  AIA,  died  on  February  24. 
Poole,  of  Tlie  Poole  Partnership, 
Inc.  was  recognized  as  a  leader  in 
the  design  of  educational  and 
church  facilities.  He  was  also  con- 
sidered the  leading  designer  of 
automotive  facilities  in  the  LIS. 
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You  may  be  a  new  builder  starting  your  first  model  home  or  an  experienced  developer 
breaking  ground  on  your  latest  shopping  center...or  a  contractor,  civil  engineer  or  architect 
seeking  expert  advice  on  certain  building  materials'  performance  characteristics.  But  no 
matter  what  your  particular  interest,  you  need  a  reliable  partner  who  knows  what's 
important  to  your  success. 


LCT^ISUILD 

FlQUm/l  TOGETHER 


For  more  than  70  years,  Rinker  Materials  has 
played  a  major  role  in  Florida's  construction 
community  and  today  we're  the  largest 
supplier  of  building  materials  in  the  state. 
Our  success  comes  as  a  result  of  forging 
partnerships  with  the  people,  like  you,  who 
are  building  Florida's  future. 

As  your  single  source  for  hundreds  of 
building  materials  from  aggregate,  cement, 
concrete,  concrete  block,  stucco,  drywall, 
brick,  glass  block,  acoustical  ceilings  and 
walls,  insulation  and  other  speciality  prod- 
ucts and  services,  we'll  save  you  both  time 
and  money.  And  as  your  partner  in  building 
a  better  Florida,  we'll  use  our  vast  resources 
to  ensure  your  success. 

Whether  you're  looking  for  convenient 
pick-up  or  quick  delivery,  there's  a  Rinker 
location  nearby.  We  serve  Florida's 
construction  community  from  more 
than  100  sites  throughout  the  state. 


And,  no  matter  what  size  your  order, 
our  operational  expertise  and  customer 
focused  approach  means  on-time  delivery 
of  what  you  need,  when  you  need  it  with 
quality  products  and  personal  service. 

If  you're  an  architect  or  engineer,  Rinker's 
experience  and  size  allows  us  to  provide 
the  production  and  technical  resources 
necessary  to  support  you.  Our  architec- 
tural and  engineering  representatives  are 
available  to  provide  professional  advice 
and  technical  support  on  any  size  project. 

Since  1926,  when  Marshall  E.  "Doc"  Rinker 
hauled  his  first  load  of  sand  in  his  first 
truck,  Rinker  has  been  a  responsive  partner 
to  Florida  builders,  developers  and  other 
construction  professionals. 


As  partners  working  together,  we  can 
build  a  better  Florida  I 


CSK 


Rinker 


CSR  RINKER  MATERIALS 

1501  BELVEDERE  ROAD 

WEST  PALM  BEACH,  FL  33406 

1-800-4-RINKER  (1-800-474-6537) 


Is  Indoor  Air  Quality  Important  To  You? 

Then  why  specify  a  non-breathable  wallcovering  or  other 
wall  system  that  traps  moisture  and  could  add  to  health  problems. 


To  keep  your  walls  healthier  while  having  high  performance  features... specify 


40  years 
Proven 
Results 


Tassoglas'' 

Fiberglass  Textured  Wallcovering  System 


ALSO  COVERS 

PANELING  & 

ONCRETE  BLOCK 


The  Tassoglas  system  delivers  solutions  to  mold  and  mildew  problem  wall.  The  inherent  characteristics  of  fiberglass 
offer  high  performance  features  including  a  highly  breathable  system  for  mold  and  mildew  resistance,  long  life  cycle, 
and  high  durability  that  save  your  renovation  budget  thousands  of  dollars. 

What  our  customers  say  about  Tassoglas 
"IVe  were  planning  to  level  our  building  because  of  rr)old  and  mildew  problems.  Tassoglas  proved  to  be  the  proper  problem 
solver  and  has  saved  us  thousands  of  dollars.  It  is  easy  to  maintain."  Ken  Mann,  Owner,  Howard  Johnson  Key  West,  Florida 

South  Florida  Middle  School  Project 

"The  school's  hallways  were  in  constant  repair  and  expensive  maintenance  due  to  deterioration  plaster  and  also  the  sheetrock 

walls  being  kicked  in  by  the  "karate  wanna  be  kids."  The  solution  was  a  customized  system  utilizing  a  fiber  reinforced  gypsum 

panels  covered  with  Tassoglas  and  then  painted  with  a  high  quality  latex  paint.  After  2  years,  the  school's  maintenance  people 

say  the  walls  still  look  brand  new."  Dich  Roos,  President,  TASSO  USA 

For  More  Information,  Call  1-800-888-2776  or  1-954-429-3883  (outside  the  US) 


g^TASSO 


Setting  New  Standards  In  Wallco\oring... Again! 


BOOKS 


La  Arquitectura  de  Templos 
Parroquiales  de  Puerto 
Rico/Architecture  of  Parish 
Churches  in  Puerto  Rico 

Thomas  Marvel,  FAIA,  and  Maria 

Luisa  Moreno 

University  of  Puerto  Rico,  1994, 

2nd  ed. 

200  pages,  c.  300  illus. 

Reviewed  by  F.  Blair  Reeves, 
FAIA 

Architect  Thomas  S.  Marvel 
and  art  historian  Maria  Luisa 
Moreno  have  provided  a  fine 
special-purpose  book  about  a 
building  type  unique  to  the 
Catholic  Hispanic  Caribbean. 
Their  Architecture  of  Parish 
Churches  in  Puerto  Rico  should 
be  a  delight  to  its  readers.  Any- 
one that  has  been  to  Puerto 
Rico,  had  his  or  her  fill  of  sun- 
shine and  beaches,  and  escaped 
from  the  metropolitan  areas  into 
the  little  towns  around  the  is- 
land, will  remember  the  parish 
churches  facing  on  their  plazas. 
Almost  all  of  these  buildings  fol- 
low the  prevailing  neoclassic 
style,  but  like  the  towns  and  pla- 
zas where  they  sit,  each  church 
has  its  own  distinguishing  fea- 
tures. Visitors  will  delight  in  the 
differences.  This  is  what  Puerto 
Rico  is  all  about. 

The  authors  have  excluded 
the  hermitages,  non-Catholic 
churches,  and  recently  built 
churches  outside  of  the  town 
centers.  Thirty-five  churches 
were  selected  for  detailed  analy- 
sis because  of  their  architectural 
value  and  historic  significance. 
Each  church  is  presented  with  a 
chronological  history  and  other 
descriptive  information  and  re- 
corded with  fine  photographs, 
floor  plans,  sections,  and  sec- 
tion-perspectives. The  written 
text,  in  both  English  and  Span- 
ish, and  all  of  the  graphics  are 
well  synchronized  for  the  reader. 
After  describing  the  context  of 
churches  built  in  the  16th,  17th, 
and  18th  centuries,  the  authors 
concentrate  on  those  of  the  19th 
century.  This  is  the  period  of  po- 
litical reform,  increase  in  popula- 


tion, economic  improvement,  and 
the  involvement  of  engineers  and 
aichitects.  Since  nearly  40  new 
churches  were  constructed  after 
1800  in  communities  established 
after  that  date,  these  are  the  build- 
ings that  give  unique  character  to 
this  type  of  architecture. 

Architects  and  engineers  will 
ergoy  how  the  authors  have  ana- 
lyzed the  churches  by  presenting 
descriptions  of  their  structural 
systems  and  materials,  spatial  or- 
ganizations, and  ornamentation. 
Through  the  study  of  each  par- 
ish church,  the  authors  devel- 
oped a  classification  system 
which  led  to  categories  based  on 
spatial  organization  and  struc- 
tural systems,  essentially  in  the 
floor  plans  and  cross  sections. 


GURABO 


cirtal820 


circa  1930 


Some  readers  may  remember 
the  first  paperback  version  of 
this  book  published  in  1984.  This 
second  edition  is  of  course  a  rep- 
etition of  the  first,  but  the  hard- 
back fonnat  and  attractive  jacket 
make  it  more  appealing.  Most 
important  is  that  the  grapliics  aie 
now  crystal  clear,  probably  the 
result  of  improved  printing  tech- 
niques and  better  quality  paper 

This  book  should  be  sought 
out  by  potential  visitors  to 
Puerto  Rico  who  want  to  get  the 
most  out  of  their  travel  experi- 
ence, by  architects  and  engineers 
who  delight  in  understanding 
how  buildings  work,  and  by  his- 
tory buffs  who  eryoy  the  evolu- 
tion of  events  that  cause  a  build- 
ing to  be  built. 

F.  Blair  Reeves,  FAIA,  is  a 
Professor  Emeritus,  Depart- 
ment of  Architecture,  Univer- 
sity of  Florida. 


The  Journal  of  Decorative 
and  Propaganda  Arts 
Florida  Theme  Issue:  Land 
of  Sunshine  and  Happiness. 

Wolfsonian-FIU 
424  pages,  434  illus. 

Reviewed  by  George  Allen,  Hon. 
AIA 

If  you're  looking  for  a  good 
read  on  the  role  architecture 
and  interior  design  played  in  the 
promotion  and  development  of 
Florida,  grab  your  sunglasses, 
pour  yourself  a  glass  of  orange 
juice  and  grab  the  new  Florida 
theme  issue  of  Tlie  Journal  of 
Decorative  and  Propaganda 
Arts. 

It's  the  sort  of  book  that  you 
can  read  in  a  long  afternoon  or 
in  bits  and  pieces  over  several 
months.  Either  way,  the  17  es- 
says with  accompanying  photo- 
graphs present  a  well-written, 
wonderfully  illustrated  look  at 
Florida's  amazing  growth  and 
development  from  1875  to  1945, 
which  is  enthralling. 

The  topics  cover  a  broad  and 
fascinating  range,  from  the  sell- 


ing of  Sarasota  through  architec- 
ture and  propaganda  in  the 
1920s  to  Igor  Polevitzky's  archi- 
tectural vision  for  modem  Mi- 
ami. There  is  an  article  by  Beth 
Dunlop  on  the  art  and  craft  of 
Mediterranean  revival  Eirchitec- 
ture  and  an  essay  by  Dorothy 
Jenkins  Fields  tracing  Overtown's 
vernacular  architecture. 

But,  my  favorite  is  Seth 
Bramson's  tale  of  three  Hen- 
rys— Plant,  Flagler  and 
Sanford — and  the  race  to  extend 
rail  lines  and  hotels  throughout 
the  state.  The  work  accom- 
plished by  these  ambitious  men 
set  the  scene  for  how  the  state 
was  developed  and  how  we  got 
to  where  we  are  today. 

The  Jounml  has  a  preten- 
tious sounding  title  but  an  enter- 
taining and  attractive  presenta- 
tion. It  was  founded  in  1986  to 
focus  on  the  arts  in  everyday 
life.  Covered  are  furniture,  hght- 
ing,  silver,  ceramics,  medalUons, 
murals,  stained  glass,  costumes, 
illustrated  books,  posters,  politi- 
cal drawings,  photographs — the 
full  scope  of  decorative  and  pro- 
paganda arts,  including  archi- 
tecture and  design. 

Governor  and  Mrs.  Lawton 
Chiles  encouraged  editor-in-chief 
and  publisher,  Cathy  Leff,  to 
build  the  23rd  issue  of  the  book 
around  Florida's  cultural  heri- 
tage. Guest  editor  was  architec- 
tural critic  Beth  Dunlop,  and 
Jacques  Auger  was  brought  in  as 
design  director.  Contributors  in- 
clude Michael  McDonough, 
Helen  Kohen,  Joel  Hoffman, 
Catherine  Lynn,  Michael  Kinerk 
and  Dennis  Wilhelm,  Johanna 
Lombard,  and  John  Stuart. 

This  is  the  first  issue  of  The 
Journal  published  under  the 
auspices  of  The  Wolfsonian- 
Florida  International  University. 
Copies  are  available  from  The 
Wolfsonian-FIU,  1001  Washing- 
ton Avenue,  Miami  Beach,  FL 
33139,  phone  (305)  535-2612,  fax 
(305)531-2133.    ♦ 

Reviewer  George  Allen,  Hon. 
AIA,  is  a  forme)- Executive  Vice 
President  of  AIA  Florida. 
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NEW  PRODUCTS 


YTONG  ValuPanel™ 
System 


New  from  YTONG  is  the 
ValuPanel '  ^',  made  of  autoclaved 
aerated  concrete.  The  Valu- 
PaneF'''  system  (wall,  jamb,  lin- 
tel, and  sill  panels)  was  designed 
to  reduce  installation  time  and 
minimize  onsite  pouring  and 
forming  of  concrete.  Compo- 
nents can  be  precut  to  architec- 
tural I'equirements  and  delivered 
to  the  job  site  ready  to  install. 
Valupanel  '^'  is  noncombustible, 
even  when  exposed  directly  to 
fire,  termite  resistant,  hurricane 
resistant,  and  has  an  R-20  equiva- 
lent thermal  insulation  rating. 
For  more  information  on 
ValuPanel  products,  call  (800) 
986-6435. 


QuarztexT'^  Non-Skid  Deck  Coating 


Delta  Series  Cable  Barrier 
Fence 

New  from  Delta  Scientific 
Coiporation  is  the  Cable  Barrier 
Fence  Series  D200,  capable  of 
stopping  high-speed  vehicle 
charges.  Consisting  of  high- 
strength  cables,  supported  and 
secured  by  concrete-filled 
bollards,  the  Cable  Barrier  can 
be  sized  to  prevent  car  or  truck 
penetration  where  conventional 
fences  or  walls  are  ineffective. 
Although  it  is  used  most  often  to 
protect  federal  office  buildings, 
prisons,  cargo  depots,  military 
bases,  and  other  locations  where 
it  is  necessary  to  secure  large 
perimeter  areas,  customized  ver- 
sions are  available  for  commer- 
cial and  private  use.  For  more 
information,  call  703-280-2068. 


^^Tf. 


Weatherproof  Quarztex™, 
an  epoxy  modified  acrylic  with 
Si02  and  Pomex,  provides  a  du- 
rable, flexible  coating  system 
for  areas  requiring  a  nonslip  sur- 
face for  pedestrians  or  vehicles. 
The  heavy  duty,  decorative  sur- 
face is  used  for  pool  decks,  pa- 
tios, driveways,  access  ramps, 
boat  docks,  walkways,  balco- 


nies, floors,  garages,  or  stairs. 
This  product  exceeds  all  OSHA, 
ADA,  federal,  and  state  safety 
requirements.  Quarztex"*''  has 
more  than  1,000  color  combina- 
tions and  patterns  to  choose 
from,  plus  logos.  Quarztex'^'  is 
manufactured  by  Trend  Coat- 
ings, Inc.  in  Sarasota,  (941)  923- 
6292. 


Residence,  St.  Prlcislnirij.  Flaritlii.  IJ  l/-!t"  Sjiiiiiisli  Tih  shoicii 

Ludovici  Roof  Tile 

New  from  Ludovici  Roof  Tile  is  the  Palm  Beach '  ^'  Tapered  Mis- 
sion Tile,  part  of  the  XL'^'  series  of  larger  clay  roof  tiles.  The  18" 
tapered  tiles  are  used  as  covers  in  combination  with  Straight  Barrel 
Mission  Pans.  Fewer  pieces  per  square  result  in  reduced  costs  and 
installation  time  and  a  lighter  load  on  the  roof  deck.  The  series  also 
includes  18"  Straight  Barrel  Mission  and  Spanish  tiles,  as  well  as  sev- 
eral kinds  of  flat  interlocking  tiles.  Ludovici  offers  a  comprehensive 
line  of  clay  roof  tile  for  commercial,  institutional  and  residential  ap- 
plications. The  products  do  not  fade  or  effloresce,  have  superior 
breaking  strength  and  less  than  1  percent  moisture  absoiption,  and 
come  with  a  75-year  limited  transferable  warranty.  To  learn  more, 
call  (800)  945-8453. 


Energy  Star®,  NFRC  Ratings  for  Andersen®  Windows 

The  U.S.  EPA  and  the 
U.S.  DOE  are  co-sponsoring 
the  Energy  Star®  program  to 
educate  consumers  about 
benefits  of  energy-efficient 
products.  Energy  Star-rated 
windows,  doors,  and  sky- 
lights must  meet  criteria  for 
three  distinct  climate  re- 
gions (North,  Central,  or 
South).  Andersen  Windows, 
a  partner  in  the  program,  is 
a  longtime  industry  leader. 

All  Andersen  High  Performance  glazings  exceed  Energy  Star 
standards  as  well  as  those  of  NFRC,  the  independent  National 
Fenestration  Rating  Council,  which  provides  U-value  testing, 
rating,  and  certification  to  the  industry.  These  ratings  allow  ar- 
chitec-ts  and  builders  to  compare  the  energy  efficiency  of  prod- 
ucts and  to  see  the  environmental  benefits.  For  more  informa- 
tion on  Energy  Star,  call  (800)  363-3732.  For  more  information 
about  Andersen  products,  check  the  Yellow  Pages.  ♦ 


nSf^  National  Fenestration 
^g^^        Rating  Council 

ninwDR  1 

■\NI>i-KSI  N  I    ORPUR.'MION                         | 

::':::,:::::::■::,:::■•:-::,■--        | 

Energy  Rating  Factors 

Ratings 

Product  Description 
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0.35 
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Loss. 


Prevention. 

It's  simple,  really.  You  can  buy  professional  liability  insurance 
from  a  carrier  whio'll  try  to  protect  your  resources  after  you  fiave 
a  claim.  Or  you  can  be  a  part  of  DPIC's  program  —  delivered  by 
a  company  and  specialist  agents  long-dedicated  to  fielping  you 
stop  losses  before  tfiey  happen.  Our  loss  prevention  services, 
dispute  and  claims  fiandling  and  insurance  coverage  work  to 
stop  claims  and  losses,  not  just  cover  them.  Experience  the  loss 
prevention  difference  with  DPIC.  Contact  one  of  the  independent 
agents  below  or  visit  us  on  the  Web  at  www.dpic.com. 


North  &  Central  Florida 

Suncoast  Insurance 

Associates,  inc. 
Tampa  FL 
800.741.8889 


Southeast  Florida 

Seitlin  &  Company 
Miami  FL 
305.513.5964 


I  DPIC  I  DPIC  Companies 

Orion  Capital 


A.M.  Best  Rating:  "A"  (Extelicnt).  Policies  a(e  underwrillen  by  Security  Insuiance  Company  ol  Hortfoid,  Design  Profcssionols 
Insurance  Compnny  onii  The  Connecticut  Indemnity  Company  The  issuing  company  voiles  by  stote.  DPIC,  Monterey,  CA,  is  wholly 
owned  by  Onon  Capital  Corpoiolion,  a  NYSflsled  corporation  with  ossets  over  $35  billion.  ©  1998  DPIC  Componies,  inc. 


Preserving  the  Expression  of  Old  Construction 


Holy  Cross  Catholic  Church 

Christiansted,  St.  Croix, 

U.S.V.I. 

Steven  E.  Hutchins  AIA 

Architects,  Inc. 

A  crowd  gathered  in 
downtown  Christiansted  to 
watch  the  roof  lifted  off  of  Holy 
Cross  Catholic  Church.  As  the 
intact  beams  were  lowered  into 
the  street,  revealing  centuries- 
old  construction  methods, 
parishionere  and  curious 
onlookers  hoped  for  a  souvenir. 
BuUt  in  1748,  Holy  Cross  Ls  one  of 
four  lai"ge  historic  churches  in  tlie 
downtown  area  tliat  have 
survived  hurricanes,  fii'es,  dry  rot, 
infestation,  and  munerous  repairs. 

Roofless,  the  old  walls 
loomed  38  feet  liigh  in  places, 
their  construction  now  visible: 
three-feet  thick,  built  of  rubble 
masonry  bomid  with  a  lime 
mortar,  and  finished  in  smooth 
lime  plaster  Tlie  handsome 
random-set  natural  stone  work 
had  been  exposed  in  recent 
times  when  the  interior  plaster 
was  removed. 

In  1848,  with  the  addition  of 
a  crossing  nave  and  apse  that 
gave  the  church  its  traditional 
cruciform  arrangement,  the 
roof  was  reframed  with  new 
pitch  pine  timbers  using 
mortise  and  tenon  dowel 
jointing.  At  the  intersecting 
ridges,  four  diagonal  partial 
trusses  were  joined  by  a  center 
king  post  connected  with  heavy 
iron  plate  and  square  head 
bolts.  Painted  pitch  pine  ceiling 
boards  (later  replaced  with 
redwood)  followed  the  angular 
vaulting  of  the  trasses. 

This  roof,  after  withstanding, 
most  recently.  Hurricanes  Hugo 
and  Marilyn,  had  come  to  the 
end  of  its  useful  life.  A  complete 
replacement,  it  was  decided, 
was  in  order  The  goal  for  the  new 
roof  was  twofold:  to  replicate  its 
1848  appearance  wliUe  upgiciding 
it  to  a  level  of  wincUoad  resistance 
15  percent  above  UBC  standard 


Restored  redwood  cfiliiiy  rests  upon  old  ivalls  with  random-set  natural  stone  ivork.  Photograph: 
Steven  E.  Hutchins,  AIA 


tliat  would  qualify  tlie  stiiicture  as 
a  stomi  shelter 

The  inherent  challenges 
were  clear  to  Arcliitect  Steven 
E.  Hutchins,  AIA.  A  longtime 
resident  of  St.  Croix,  Hutcliins 
was  no  stranger  to  the  old 
church  roofs,  having  been  there 
before  with  liis  family's  con- 
struction company.  (Hutchins 
also  maintains  an  architecture 
office  in  Jacksonville.)  He  knew 
that  developing  a  sound 
coimection  between  the  new 
roof  and  old  waUs  without 
alteiing  the  appeai'ance  of  the 
walls,  ceUings,  parapets,  or  any 
other  existing  element  would 
take  some  planning  and 
ingenuity.  Tlie  solution  involved 
concealing  a  new  concrete  bond 
beam  within  the  top  of  the  old 
walls  and  embedding  steel 
dowels  ranging  fiom  24  to  .36 
inches  to  help  tie  the  wall  to  the 
bonti  beam. 


Removing  the  oriyimd  king  post  truss  assembly  from  the  crvss 
vault  in  one  piece.  Photograph:  Steven  E.  Hutchins,  AIA 
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Holy  Cross  Catholic  Church,  from  northeast  corner,  showing  new  spire,  roof  system,  gutters,  and  restored  masonry  work.  Photo- 
graph: Steven  E.  Hutchins,  AIA 


Maintaining  the  identical 
appearance  at  the  eaves  entailed 
bringing  the  new  roof  system  to 
meet  the  edge  of  the  very  fragile 
existing  masonry  cornice.  To  do 
this,  Hutchins  employed  two 
kinds  of  trusses:  bolted,  built-up 
gilder  trusses  to  span  diagonally 
at  the  cross  vault,  and  common 
trusses  to  span  from  the  girders 
to  the  gable  ends.  Heavy  timber 
at  the  plate  end  gave  way  to 
lighter  "outrigger"  members  that 
were  chamieled  with  hand  tools 
into  the  existing  masonry  to 
reach  the  edge  without  damag- 
ing the  cornice.  Replacement  of 
the  gutter  system  included 
replicating  ornamental  metal 
brackets  from  one  of  the  few 
original  pieces. 

Detailed  drawings  were 
required  to  repUcate  a  nimiber 
of  original  features,  including 
reglazing  of  the  gothic  arches. 
To  make  the  200-yeai-old  ciiurch 
bells  ring  again,  the  bell 
assemblies  and  gable  end 
ventilators  were  rebuilt  using 
indigenous  "piupleheart" 
hardwood,  selected  for  its  high 
density,  strength,  and  resistance 
to  rot  and  infestation.  A 


masonry  spire  toppled  in  a 
hiuiicane  was  recreated  in 
concrete,  duplicating  the  shape, 
taper,  and  ornamental  masomy 
details  of  its  remaining  coimter- 
part,  restoring  the  aspect  along 
Company  Street. 

Holy  Cross  is  the  city's 
oldest  and  largest  Catholic 
church.  With  its  architectmal 
heritage  again  intact,  the  parish 
continues  its  active  tradition  of 
community  involvement  and 
charitable  activities.  ♦ 

Architect: 

Steven  E.  Hutchins  AIA 

Architects,  Inc. 
Principal  in  charge: 

Steven  E.  Hutchins,  AIA 
Structural  Engineer: 

Richard  Taylor — 

Caribbean  Consulting 

Engineers 
Mechanical/Electrical 
Engineer: 

Todd  W.  Carey  &  Assoc. 
General  Contractor: 

Water  Wizards,  Inc. 
Owner: 

Holy  Cross  Catholic  Church 


E9'-0- 


NEW  METAL 
ROOFING 


ROOF  PLAN 
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Growing  in  Good  Form 


Orange  County  Convention 
Center,  Phase  HI  Expansion 
Orlando,  Florida 
Hunton  Brady  Pryor  Maso 
Architects,  P.A.  and 
Thompson  Ventulett 
Stainback  &  Assoc. 


Orlando  is  one  of  the  top 
meeting  places  in  the 
nation.  Staying  competitive  and 
keeping  up  with  demand  in  the 
fast-growing  national  and  world 
convention  and  trade  show 
markets  has  fostered  rapid  and 
sizable  grovrth  of  area  facilities, 
including  the  Orange  County 
Convention  Center.  Since  its 
1983  completion,  the  facility  has 
undergone  several  expansions. 

Now  almost  five  times  its 
initial  size,  Orange  Coimty 
Convention  Center  has  main- 
tained a  high  level  of  architec- 
tural coherence.  A  Master  Plan, 
developed  in  1992,  on  the  heels 
of  a  m^or  Phase  II  expansion, 
required  that  subsequent 
additions  draw  on  the  existing 
architectural  vocabulsiry.  Even 
so,  refinements  and  compatible 
expression  were  encouraged. 
Far  from  limiting  the  arcMtects 
in  Phase  HI,  the  plan  presented 
an  opportunity  to  shape  and 
create  a  large  dramatic  space. 
Incorporating  the  basic  palette 
of  pre-cast  concrete,  aluminum 
panels,  and  quality  fmishes  with 
careful  detailing,  the  architects 
were  able  to  complement, 
enhance,  and  unify  the  entire 
facility. 

Phase  ni,  completed  in  1996 
represented  an  addition  of  1.6 
million  sf  to  the  existing  1 
million  sf  facihty.  Exhibit  halls 
and  meeting  rooms  make  up 
more  than  one  quarter  of  the 
new  space,  with  the  remainder 
given  over  to  specialty  and 
support  spaces.  These  include  a 
2,650-seat  auditorium,  60,000  sf 
baUroomymulttfimction  space,  a 
business  center,  administrative 
offices,  30,000  sf  kitchen  and 


With  its  soai-ing  height  and  curving  form,  the  entrance  stnicture  offers  an  expression  of  open  anns 
to  aniving  visitoys.  Photograph:  Thompson  Ventulett  Stainback  &  Assoc. 
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food  court,  and  public  circula- 
tion spaces. 

In  accordance  with  the 
Master  Plan,  a  Une  of  con- 
courses, meeting  rooms,  and 
registration  areas  extends  the 
full  length  of  the  building, 
opposite  and  parallel  to  the 
exhibition  halls.  Centrally 
located  around  the  lobby  are  the 
conuiion-use  areas.  With  this 
arrangement,  individual  events 
may  lease  a  large  or  small  section 
of  tlie  building,  according  to  their 
needs,  wliile  retaining  access  to 
auditorium,  ballroom,  food  court, 
and  semce  centers.  A  driveway 
extending  along  the  front  facade 
accommodates  as  many  as  60 
buses  to  service  the  events. 

Marking  the  new  entrance  is 
the  grand  lobby,  a  dayUt  70-foot 
Itigh  atriiun.  Its  sweeping  inverted 
vault  ceiling  was  designed  to 
capture  and  reflect  the  natural 
light  tliat  pours  into  the  space 
from  large  clerestories  on  two 
sides.  The  full-height  glass  wall  of 
the  main  enti-ance  gives  out-of- 
town  visitore  a  panoramic  view  of 
sunny  skies  and  lush  tropical 
landscaping.  Tlie  original  entrance 
lobby,  an  elegantly  cur^'ed  atrium 
space  at  one  end  of  the  building, 
was  repliccited  in  scale  at  the 
opposite  end  in  Phase  HI,  for 
balance. 

Although  the  designer  of 
each  phase  has  been  able  to 
leave  a  mark,  the  completed 
facility  projects  the  appearance 
of  a  single,  imified  totality. 
Thanks  to  the  Master  Plan,  this 
handsome  phased  project  defies 
the  look  of  a  fast-growing  center 
with  a  collection  of  additions.  ♦ 


The  main  entrance  was  designed  to  tower  above  other  elements  on  the  building  facade,  marking  its 
position  as  the  symbolic  entrance  near  the  center  of  the  building.  Photograph:  Thompson  Ventulett 
Stainbnck  &  Assoc. 

Architect  of  Record: 

Hunton  Brady  Pryor 

Maso  Architects,  P.A. 
Design  Arcttitect: 

Thompson  Ventulett 

StainbackS  Assoc.  (Atlanta) 
Principal  in  charge: 

FredH.  Pryor,  Jr.,  AIA 
Landscape  Architect: 

Michael  and  Michael 

Associates,  Inc. 
Structural  Engineer: 

Walter  P  Moore  & 

Associates 
Civil  Engineer: 

DAO  Engineering,  Inc. 
Mechanical/Electrical 
Engineer: 

CHP  &  Associates 
Construction  Management: 

CRSS/Kelsey/Hardin 

State-of-tlte-arl  aitditoriuni/tlieatcr  seats  2,650,  and  is  one  oj 
Owner:  several  centrallij  located  specialty  spaces.  Photograph:  Tlwtnpson 

Orange  County,  Florida  Ventulett  Sta inback  &  Assoc. 
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A  Place  for  Order  and  Justice 


Pinellas  County  Criminal 
Justice  Complex 
Clearwater,  Florida 
Hellmuth,  Obata  + 
Kassabaum,  Inc. 


Newly  enlarged  and 
updated,  the  Pinellas 
County  Criminal  Justice 
Complex  is  expected  to  accom- 
modate operational,  functional, 
personnel,  and  spatial  needs  of 
the  county's  criminal  justice 
system  for  tlie  next  20  years. 
Included  on  tlie  four  levels  of  tlie 
500,000  sf  structure  (350,000  new 
and  150,000  renovated)  are  23 
criminal  courtrooms,  chambers 
for  27  judges  and  their  stafls,  and 
spacious  areas  for  tlie  efficient 
operation  of  the  Clerk  of  Court, 
State  Attorney,  and  Riblic 
Defender  Other  offices,  security 
facilities,  and  public  spaces  that 
support  the  public  functions 
roimd  out  tlie  building  program 

For  its  expanded  facility, 
Pinellas  Coimty  desired  a 
design  that  recalled  the 
dignified  stature  of  past 
courthouse  architecture  in  a 
modem  context  (while  staying 
in  tune  with  very  contemporary 
cost  concerns).  This  effect  is 
evident  from  the  moment  one 
encounters  the  main  entrance, 
an  updated  classic  design  with 
cokmms  and  a  portico  topped 
and  flanked  by  glazed  rect- 
angles. 

Two  elements  played  a 
m^or  role  in  determining  the 
overall  design:  providing 
security  and  representing  the 
dignity  of  the  judicial  system. 
Actually,  there  are  four  security 
systems,  integrated  but  operat- 
ing independently  to  acconmio- 
date  the  distinctive  needs  of  the 
public,  staff,  judiciary,  and 
prison,  helped  to  determine  the 
intricate  layout.  Formal  pubhc 
galleries  and  passageways 
featuring  clean  modem  lines, 
handsome  (and  durable) 
travertine  walls  and  terrazzo 
floore,  and  stately  staircases  and 


Ceremonial  court  for  high-profile  trials  features  contemporary  details  rendered  in  traditional 
materials.  Photograph:  George  Cott,  Chroma  Inc. 


columns  lead  into  the  refined 
courtroom  spaces. 

Separate  single  entrances 
for  the  public,  staff,  judiciary, 
and  prisoners  may  be  moni- 
tored and  equipped  with  a 
bailiff  station  and  x-ray  and 
metal  detection  equipment. 
Inside,  one  finds  seamless,  if 
separate,  networks  of  corri- 
dors, functional  areas,  and 
vertical  circulation  (stairways, 
escalators,  elevators)  for  every 
user  group,  again  meticulously 
designed  with  the  dual  goals  of 
maximum  convenience  and 
security.  Outside,  vehicle 
circulation  and  public  and 
protected  parking  areas  are 
arranged  to  optimize  circula- 
tion patterns  with  regard  to  the 
multiple  building  entries. 

A  variety  of  new  courts 
technologies  make  such 
partitioning  feasible.  Staff  and 
tlie  pubhc  may  access  coiut 
records  tliroughout  the  biulding, 
even  in  the  courtrooms.  Video 
technologies  are  used  to  display 
court  calendars  and  monitor 
court  proceedings  as  weU  as  for 


Granite-clad  circular  vestibule  serves  as  queuing  space  prior  to 
security  checks.  Photograph:  George  Cott,  Chroma  Inc. 
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At  the  center  of  the  complex,  a  reflecting  pond  framed  with  native  plantings  and  grasses  forms  a  serene  transition  with  49th  Street. 
Photograph:  George  Cott,  Chroma  Inc. 


security  surveillance.  Arraign- 
ments by  video  from  remote 
locations  near  the  jail  reduce 
the  cost  of  transporting 
prisoners. 

The  Criminal  Justice 
Complex  is  located  on  20  acres 
of  the  southeast  comer  of  the 
existing  court/jaU  facility  in  an 
area  bordered  by  a  drainage 
canal  and  a  light  industrial 
development  park.  Great  care 
was  given  to  incorporating 
landscape  and  natural  elements 
on  and  aioimd  the  site.  A 
reflecting  pool,  Uned  on  either 
side  with  native  plantings  and 
grasses,  serves  the  practical 
function  of  stomiwater  reten- 
tion while  creating  a  peaceful 
connection  with  49th  Street. 
Carefully  selected  indigenous 
trees  and  plants  also  screen 
service  areas,  frame  roadways, 
and  mitigate  "transitions,"  for 
example,  aroimd  parking  lots 
and  entrances. 

For  those  who  work  in  the 
complex  and  those  called  in  for 
business  or  service,  the 
architects  have  designed  an 


efficient  and  decorous  space 
intended  to  respect  all  aspects 
of  our  system  of  justice.  ♦ 


Architect: 

Hellmuth,  Obata  + 

Kassabaum,  Inc. 
Associate  Architect: 

(Existing  Building 

Renovation)  Mudano 

Associates  Architects 
Project  Manager: 

Duncan  Broyd,  RIBA 
Design  Director: 

Philip  Dangerfield 
Structural  Engineer: 

Walter  P.  Moore  & 

Associates 
Civil  Engineer: 

King  Engineering 
MEP  Engineer: 

Hellmuth,  Obata  + 

Kassabaum,  Inc. 
General  Contractor: 

Clark  Construction 
Owner: 

Pinellas  County  Board  of 

County  Commissioners 


Largest  public  acccis  nn'n.  lira  siorij  fjnllcrf/ leads  to  Libniry,  Jury 
Assembly,  and  Qe^ivs' offices.  Photogmph:  Gemge  Cott,  Climma  Inc. 
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Strong  Presence  with  an  Eye  to  Posterity 


Federal  Bureau  of  Prisons 
Metropolitan  Detention 
Center 

Miami,  Florida 
Wolfberg  Alvarez  and 
Partners 

A  prison  is  not  considered  a 
desirable  building  type  for 
a  Central  Business  District.  So 
when  the  Federal  Bureau  of 
Prisons  planned  its  Metropolitan 
Detention  Center  for  a  1.5-acre 
luban  site  in  downtown  Miami, 
tlie  architect  wanted  to  change 
tliis  tliinking.  Design  of  the  facility, 
an  integral  part  of  the  city's 
FedeiTil  Judicial  Complex, 
required  exj^erience  and  sensitiv- 
ity to  neigliborhood  concerns. 

Wolfberg  Alvarez  and 
Partners  imdertook  the 
challenge  of  designing  the 
1000-bed  high-rise.  The  Deten- 
tion Center,  wWch  serves  as  a 
holding  facility  for  inmates 
awaiting  trial  and  sentencing,  is 
comiected  to  the  U.S.  Coiut- 
house  and  acljacent  Federal  Law 
Ei\forcement  Building. 

Wliile  the  design  responds 
to  the  need  for  absolute 
security,  the  Miami-based  firm 
also  addressed  the  building's 
aesthetic  impact  within  the 
city's  urban  fabric.  Additional 
requirements  included  incoipo- 
ration  of  a  parking  garage  and 
restoration  of  the  historic 
Chaille  Block. 

The  program  goal  was  to 
develop  a  functional,  efficient 
facility  within  the  context  of 
designing  federal  architecture 
of  stature  and  permanence. 
With  clean  forms  and  well- 
articulated  details,  the  Deten- 
tion Center  looks  to  capture 
the  strength  and  presence  of 
federal  buildings  of  the  past.  Its 
scale  and  presence  on  the 
street  are  reinforced  by  a 
monumental  colonnade  at  the 
entrance  side,  and  on  simple 
but  distinctive  multistory 
facades,  potentially  stagnant 
fenestration  takes  on  a  strong. 


Monumeulal  roluiinis  at  the  entrance  reinforce  the  large  scale  of  the  building  and  its  presence  on 
the  street.  Photograph:  ©Everett  &  Soule 


interesting  pattern.  Highlight- 
ing the  rear  facade,  instead  of 
protective  fencing,  are  secure 
glass-block-enclosed  recreation 
decks. 

The  564,614  sf  Detention 
Center  includes  a  fiUl  range  of 
support  facilities:  tliree  comt- 
rooms  and  ac^jimct  facilities; 
administrative  offices;  receiving 
and  discharge  areas;  a  health 
care  clinic;  storage  facUities; 
and  a  secure  85,000  SF  parking 
structure  for  200  vehicles. 
Ancilliu-y  support  facilities  were 
located  on  tine  lower  floors  to 


create  a  security  buffer  between 
public  spaces  and  the  detention 
cells  on  the  upper  floors. 
Angular  interior  walls  eliminate 
blind  spots  and  allow  for 
imobstructed  lines  of  sight. 

ConstiTiCtion  was  poured-in- 
place  concrete  witli  arcliitectiu-al 
precast  panel  facades.  Precast 
concrete  floor  and  roof  joists  span 
to  reinforced  concrete  beams, 
wliich,  in  turn,  are  supported  by 
reinforced  concrete  coliunns. 
Lateral  wind  forces  are  resisted  by 
strategically  located  reinforced 
concrete  shear  walls.  Tlie  building 


is  supported  on  a  deep  foundation 
system  of  augercast  pUes.  The  use 
of  precast  concrete  joists  and 
soffit  beams  in  tlie  main  building 
pemiitted  longer  spans,  which 
reduced  tlie  visual  interference  of 
coliunns,  as  well  as  saving  time 
and  money. 

The  Chaille  Block  was  the 
last  full  block  of  early-20th- 
centmy  construction  remaining 
in  Miami  when  the  property  was 
pmchased  for  the  Detention 
Center.  William  Chaille  buUt 
Miami's  firet  "dime  store"  there 
aroimd  1915.  Unoccupied  for 
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many  yeai's,  and  in  an  advanced 
state  of  disrepair,  its  five 
buildings  had  been  exceptional 
examples  of  the  Masonry 
Vernacular  style  of  architecture. 
Their  projecting  arcades, 
canopies,  and  open  balconies, 
were  noteworthy  adaptations  to 
the  Miami  climate. 

Based  on  a  historic  survey 
and  programmatic  consider- 
atioi\s  for  the  new  facility, 
Wolfberg  Alvarez  restored  the 
storefronts  and  demolished  the 
rear  portion  of  the  buildings. 
Tlie  Chaille  Block  now  houses 
administrative  offices  and 
training  facilities  for  the  Federal 
Bureau  of  Piisons. 

Set  against  the  solid  facade 
of  the  Metropolitan  Detention 
Center,  the  old  buildings,  their 
original  colors  restored,  add  a 
wonderful  contrast  of  scale  and 
detail.  A  transition  bar  serves  as 
a  backdrop  to  the  identity,  scale, 
and  character  of  the  liistorical 
restoration.  The  juxtaposition 
successfully  reinforces  each 
structure's  differences  within 
the  totality  of  the  Judicial 
Complex.  ♦ 


Architect  and  Engineer: 

Wolfberg  Alvarez  and 

Partners 
Principal-in-Charge/ 
Architecture: 

David  A,  Wolfberg,  AlA 
Principal-in-Charge/ 
Engineering: 

Julio  E.  Alvarez,  PE 
Structural,  Civil,  Mechani- 
cal/Electrical Engineer: 

Wolfberg  Alvarez  and 

Partners 
Landscape  Architect: 

Laura  Llerena  & 

Associates,  Inc. 
General  Contractors: 

Turner  Construction 

Company  (Phase  1); 

The  Clark  Construction 

Group,  Inc.  (formerly 

George  C.  Hyman 

Construction  Company) 

and  Cogefar-lmpresit 

USA  (Phase  2) 
Owner's  Representative 
(Construction  Manager): 

CRSS  Constructors,  Inc. 
Owner: 

Federal  Bureau  of  Prisons 


Secure  pedestrian  bridge  Unking  tlie  Detention  Center  and 
Courthouse  also  frames  the  entrance  plaza,  front  facade,  and 
public  entry.  Developed  in  a  repeating  pattern,  the  articulation 
of  the  cell  windows  creates  a  strong  and  interesting  facade 
treatment.  Photograph:  ©Everett  &  Soule 
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A  typical  inmate  floor  includes  a  split  level  housing  area  with 
activity  rooms  and  a  two-story  dayroom./recreational  area. 
Photograph:  Mark  Roskams 
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Downtown  Parking,  Uptown  Solution 


Administration  Center 
Garage 

Orlando,  Florida 
DCC  Constructors,  Inc. 
with  Spillis  Candela  & 
Partners 

A  spirit  of  community 
partnership  in  Orlando  lias 
resulted  in  an  imposing  and 
practical  public  facility.  The 
City  of  Orlando,  Orange 
County,  and  the  First  Presbyte- 
rian Church  had  a  common 
problem:  inadequate  down- 
town parking.  The  three 
unrelated  entities  joined  forces 
to  build  a  six-story,  865-space 
parking  garage  to  share.  Its 
unique  origin  and  uncommon 
design  have  attracted  a  good 
deal  of  local  pride  and 
celebratory  attention.  From 
the  start,  this  was  not  your 
standaid  parking  garage. 

Located  at  Liberty  Street 
and  Jackson  Avenue,  the 
Administration  Center  Garage 
facility  offers  a  mix  of  public 
(city)  parking  for  the  Central 
Business  District  and  employee 
and  guest  [larking  for  the 
county  and  church.  Also 
housed  on  the  first  floor  are  the 
Orange  County  Tag  and 
Downtown  Development  Board 
Maintenance  offices.  Intended 
for  occupancy  from  6  a.m.  to  1 1 
p.m.,  the  project  anticipates 
parking  needs  for  a  planned 
performing  arts  center.  The 
bright,  open,  inviting  space  is 
enhanced  by  maximum  lighting 
and  visibility  on  each  floor, 
colorful  art  work,  color-keyed 
level  designations,  and  glass 
elevator  cabs. 

Teamwork  was  crucial  to 
every  aspect  of  this  undertak- 
ing. Initiated  as  a  design-build 
project  with  DCC  Constnictors 
and  the  Orlando  office  of  Spillis 
Candela  &  Partners,  the  clients' 
desire  for  a  safe,  high-use,  user- 
friendly  facility  inspired  new 
applications  of  historic 
ornamentation  as  part  of  the 


Licjiit.  bright,  user-friendly  ambience  features  handsome  perspectives  throughout,  bright  color- 
keyed  railings,  and  a  kaleidoscopic,  six-story,  through-the-roof  scidpture  by  Dorothy  Gillespie. 
Photograph:  James  Loyd,  AIA,  Spillis  Candela  &  Partners,  Inc. 


overall  conception.  Inside,  use 
of  a  double  helix  ramping 
system  permits  maximum  clear 
vision  on  each  story  for 
security  as  well  as  easy  ingress 
and  egress  at  all  levels. 
Outside,  artistic  akuninum 
facades  and  exterior  stair 


fenestration  designed  for 
ventilation,  security,  and  to 
cover  the  exterior  handrails  are 
reminiscent  of  tum-of-the- 
century  Vienna.  SCP  team 
members  used  CADD  to  design 
the  metalwork  patterns,  which 
were  economically  crafted  with 


high-tech  computerized 
waterjet  technology.  Guiding 
the  architecture  from  start  to 
finish  was  the  unique  concept 
Spillis  Candela  calls  "the  art  of 
parking." 

Post-tension,  cast-in-place 
concrete  construction  was 
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FLOOR  PLAN  -  LEVEL  ONE 
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selected  for  its  aesthetically 
pleasing  finish,  flexibility  in 
fomiing  complex  curves,  water 
impenetrability,  and  capability 
to  produce  flat  ceUing  slabs  at 
each  level.  Reinforced  concrete, 
wliich  is  fire  resistant,  durable, 
and  inexpensive  to  maintain, 
also  provides  all  of  the  required 
structural  properties. 

The  art-in-public-places 
program,  intended  to  integrate 
artwork  into  eveiyday  sm-- 
roundings,  is  much  in  evidence. 
Parking  patrons  encounter 
murals  along  stairways  and 
throughout  the  building,  and 
twelve  panel  insets  in  the  brick 
facade  will  feature  20'  x  40' 
banners.  Centered  in  the 
double  heUx  and  visible 
throughout  is  a  vibrant  63'  x  18' 
sculptural  column  by  Dorothy 


Gilles])ie.  Composed  of  96 
painted  (inside  and  out) 
aluminum  panels,  hooked 
together  and  stabilized  by 
2.50,000  yards  of  post-tension 
cable,  Gillespie's  trademark 
bright-color  sculpture  extends 
the  height  of  the  double  helix. 
Red,  yellow,  blue,  or  green 
accents  at  each  level  coordi- 
nate with  color-keyed  railings 
and  markers. 

With  the  success  of  their 
project,  the  partners  have 
achieved  more  than  a  parking 
solution.  Their  commissioning 
of  a  unique,  thoughtful,  and 
well  orchestrated  public 
building,  which  the  design/ 
build  team  accomplished  on 
time  and  under  budget,  sets  a 
new  standard  for  the  art  of 
parking.  ♦ 


Imposing  corner  insets  willjrame  a  changing  display  of  banners 
and  murals.  Photograph:  James  Loyd,  AIA,  Spillis  Candela  & 
Partners,  Inc. 


iilobiii 


■/I.- 


Detail.  Sweeping  cm-ves  of  aluminum  grillwork  provide  security 
and  ventilation,  and  cover  exterior  handrails.  Photograph: 
James  Loyd,  AIA,  Spillis  Candela  &  Partners,  Inc. 


Window diliiil.  Ktcgant  Ohl- 
Vienna-inspiivd  grillwork  was 
used  instead  of  industrial  bais  to 
secure  thefiist  level.  Photogmph: 
Jajnes  Loyd,  AIA,  Spillis  Candela 
&  Partners,  Inc. 


Architect: 

'1 

Spillis  Candela  & 

Partners,  Inc. 

Design-Builder: 

1 

DCC  Constructors,  Inc 

i 

Project  Manager: 

Thomas  H.  Hyde,  AIA 

Landscape  Arctiitect: 

.'■ 

Thomas  Lucido  & 

Associates,  PA 

Structural  Engineer: 

Walter  P  Moore  & 

Associates 

i 

Civil  Engineer: 

m 

DAG  Engineering 

m 

Mechanical/Electrical 

Engineer: 

HC  YU  Associates 

Owners: 

City  of  Orlando, 

Orange  County,  &  First 

^ 

K  Presbyterian  Church 
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Where  Only  The  Strongest  Survive 


Introducing  "Shutterless"  IMPACT 
RESISTANT  Windows  and  Doors 
From     Security    Windows     and     Doors. 

After    three    years    of   research    and    development, 

Security  Windows  and  Doors  has  successfully 
completed  certified  testing  of  our  innovative 
Impact  Resistant  Windows  and  Doors.  These 
revolutionary  products  are  unlike  any  other 
approved  impact  resistant  products.  Not  only 
do  these  windows  and  doors  meet  the 
stringent  Florida  building  code  requirements, 
they    exceed    them.    Our    shutterless    impact 

resistant   windows    remain    intact   against   simulated 

gale  forces  of  250  miles  per  hour 

(160  PSF). 

And    now    Security  Windows 

and  Doors  can  offer  even  more. 

Security   has   joined   forces   with 

TRACO,    one    of    the    country's 

premiere  commercial  and  residential  window 
manufacturers.  A  reputation  that  won  it 
window  replacement  jobs  in  some  of 
America's  most  famous  landmarks,  including 
the  Statue  of  Liberty  and  the  Empire  State 
Building.  Take  advantage  of  Security's  keen 
understanding  of  the  unique  needs  of  the 
Florida  market  and  advanced  technologies 
that  have  made  it  a  leader  in  Impact  Resistant 
Windows.  To  receive  additional  information 

for     your     next    Windows     and     Doors     project, 

call    1-800-586-3541     or  visit  our  website   at 

www.security-windows.com. 


SECURITY 

WINDOWS  &  DOORS 

A  TRACO  COMPANY 


^  TRACO 

The  Windows  And  Doors  TJiat  Greet  The  World 


VIEWPOINT 

Designing  Against  Crime:  The  Case  for  CPTED  Training  for  Architects 


by  Randall  Atlas,  Ph.D.,  A. I. A.,  CPP 


There  are  three  really  good 
reasons  why  architects  need 
to  be  trained  in  Crime  Prevention 
Through  Environmental  Design 
(CPTED).  First,  they  need  to 
l<now  how  to  prevent  crime  in 
the  buildings  in  order  to  prevent 
negligent  liability;  second,  they 
want  to  design  for  the  health, 
safety  and  welfare  of  building 
users  against  threats  of  work- 
place violence,  terrorism,  and 
street  crime;  and  third,  because 
they  have  to  design  for  security 
for  all  federal  architecture  by 
complying  with  the  GSA  Federal 
Security  Standards. 

Architects  need  to  know 
the  basic  techniques  and 
skills  of  CPTED  to  meet  the 
general  standards  of  care  of 
building  codes  and  specific  in- 
dustry standards  found  in,  for 
example,  the  lodging  and  shop- 
ping center  industries.  Accidents 
and  criminal  incidents  are  draw- 


ing architects  into  premises  li- 
ability lawsuits.  Architecture 
impacts  the  safety  and  security 
of  a  building  in  many  features,  in- 
cluding stairs,  ramps,  handrails, 
interior  and  exterior  lighting, 
floor  materials,  parking  lot  de- 
sign, blind  spots  and  dead-end 
corridors.  The  selection  of 
doors,  windows,  access  control 
systems  ^md  building  circulation 
patterns  are  other  safety  and  se- 
curity design  considerations. 
Often,  the  architect  is  held  ac- 
coimtable  for  inadequate  locks, 
poor  key  control,  inoperative 
equipment,  inadequate  lighting, 
and  systems  failures. 

The  architect  is  also  held  ac- 
countable for  having  foreseen  or 
having  prior  knowledge  of  de- 
signing high-risk  buildings  in 
crime  prone  areas  and  for  not 
taking  adequate  precautions.  Not 
only  is  the  architect  being  held 
accountable  for  knowledge  of 
the  building  types,  but  also  for 


knowledge  of  crime  trends  and 
the  impact  to  the  operational  de- 
sign criteria.  Architects  must 
provide  the  comprehensive  secu- 
rity considerations  in  many  types 
of  urban  buildings  by  designing 
for  street-  and  basement-level 
protection  as  well  as  safe  park- 
ing, exterior,  shipping/receiving, 
and  intake  areas. 

While  premises  liability  law- 
suits were  relatively  rare  in  the 
1950s  and  a  typical  jury  award 
was  $10,000,  the  1980s  jury 
award  was  $1.04  million.  In  1992, 
average  jury  awards  rose  to  $3.35 
million  and  settlements  to 
$545,800.  Fifty-eight  percent  of 
all  civil  cases  in  1992  were  pre- 
mises liability  issues  and  half  of 
those  were  inadequate-security 
claims.  Crime  in  the  premises  li- 
ability suits  brought  from  1983  to 
1992  stemmed  from,  by  location, 
apartment  buildings  23  percent, 
parking  lots  19  percent,  hotel 
and  motel  rooms  15  percent. 


stores  9  percent,  and  restaurants 
8  percent.  Architects  are  viewed 
as  having  deep  pockets  because 
they  are  often  forced  to  carry 
insurance.  The  result  is  that  ar- 
chitects are  being  successfully 
dragged  into  litigation  involving 
third-party  premises  liability  se- 
curity negligence  lawsuits. 

Architects  want  to  be  in- 
formed of  all  relevant  design 
criteria  that  could  impact  the 
uses,  users,  and  design  of  the 
building  under  contract.  Tradi- 
tionally, the  architect  is  consid- 
ered the  master  builder  It  is  he 
or  she  who  should  start  the  secu- 
rity design  process  during  the  pro- 
gramming phase.  Securing  pre- 
mises, people,  pro]5erty,  and  infor- 
mation begins  with  a  thorough 
needs  assessment  to  establish  the 
design  criteria  for  the  specific 
project.  The  first  step  in  design- 
ing against  tenorism  or  crime  is 
Continued  on  page  24. 


DON'T  BE  A  PRrSONER  OF  THE  PAST  PERCEPTIONS-LET 

ME  HELP  YOU  DESIGN  A  PROFESSIONAL  LIABILITY 

PROGRAM  THAT  MEETS  ALL  YOUR  NEEDS 


OTHER  COVERAGES  AVAILABLE 

•  Pollution  Professional  Liability 

•  Design/Build  Professional  Liability 

•  Contractor's  Design/Build  Professional  Liability 

•  Project  Insurance 

•  Joint  Venture/Equity  Interest  Coverage 

•  Increased  Limits  for  Specific  Projects 

INCLUDING  THE  FOLLOWING 
VALUE  ADDED  SERVICES 

•  Risk  Management  Including 

•  Contract  Review/Administration 

•  Loss  Prevention  Techniques 


1^.  ileabe  Collinsluortlj 

CPCU,ARM,AIM,AAI 

Collinsworth,  Alter,  Nielson,  Fowler  &  Dowling,  Inc. 

5979  N,W,  151st  Street  (PO.  Box  9315).  Suite  105.  Miami  Lakes.  FL  33014 

305-822-7800      954-463-8601      305-362-2443 

(Phone)        (Broward)         (Fax) 

State  Wide  Watts  -  1-800-822-9303 

The  only  a/e  ProNet  member  In  Florida 


For  the  Finest  in  Quality 

Roofing  Tiles  and  Slate,  Make  your 

next  project  a  Masterpiece! 


^ 


MASTERPIECE 

TItE    COMPANY    INCORPORATED 

800-830-TILE 

10731  Southwest  125th  Ave,  Miami,  Florida  33186 

305-270-9681  tel  •  305-270-3723  fax 

http;//www.masterpiecetile.cora 


Specializing 
in  historic  and 
custom  residential 
applications. 
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Continued  from  page  23. 


to  assess  the  throats  and  vulner- 
abilities to  the  tangible  and  intan- 
gible assets  to  be  protected. 

The  Oklahoma  and  World 
Trade  Center  bombings  in- 
creased awareness  of  the  vulner- 
ability to  acts  of  tenor,  but  area 
crime  and  workplace  violence 
pose  more  of  an  actual  threat. 
Considering  that  the  thrust  of 
criminal  justice  refonn,  such  as 
the  tRith-in-sentencmg  program, 
has  sputtered  under  the  prison 
overcrowding  situation,  released 
chronic  offenders  practicing  ev- 
eryday street  crime  prove  more 
threatening  than  tenorists  plan- 
mng  random  attacks.  But  terror- 
ism is  big  news.  Tlie  media  cover 
bombings  for  weeks  with  imre- 
lenting  enthusiasm  if  not  actual 


facts.  While  the  personal  dramas 
of  teiTorist  attacks  unfold  piece 
by  piece,  a  victim  of  violent  crime 
in  a  local  urban  parking  lot,  for 
example,  goes  unnoted.  Still,  any 
attention  to  the  conelate  of  the 
physical  envii-onment  abetting  the 
criminally  inclined  helps  drive  the 
prevention  argmnent. 

CPTED  is  tlie  effective  use  and 
design  of  the  buUt  enviromuent  to 
reduce  the  opportimity  and  fear 
of  predatory  stranger-to-stranger 
crime.  CPTED  uses  a  multi-tiered 
approach  to  increase  the  effort 
needed  to  commit  the  ciime,  to 
increase  the  risks  of  being  de- 
tected wlule  committing  a  crime, 
to  reduce  the  rewards  for  com- 
mitting the  crime,  and  to  remove 
the  excuses  for  inappropriate  be- 


Principal  Suppliers  for  Featured  Projects 


Federal  Bureau  of  Prisons  Metropolitan  Detention  Center 

Mi;uiii 

Wolflierg  Alviuez  ai\A  Paitners 

Principal  Suppliers/Sub  Consultants:  Varley-Campbell,  Inc.  (Fire/ 
Life  Safety  Design);  Woniall  (Security  Electronics  Design);  Dean,  Dale 
and  Dean  (Security  Haidwaie);  Phillips  and  Associates  (Laimdry ); 
Lannes  &  Garcia,  Inc.  (Snrvey/Replatting);  LAW  Engineering 
(Geotechnical  Services);  G.E.  Whitmill  and  Associates  (Food  Service 
Design);  ATEC  Associates  (Asbestos  Abatement  for  Chaille  Block 
Preservation);  Chiistman/Schiller  (Building  Contractor  for  Chaille 
Block  Preservation) 

Orange  County  Convention  Center 

Orlando 

Hunton  Brady  Proyor  Maso  Architects,  PA.  and  Thompson  Ventulett 

Stainback  &  Assoc. 

Principal  Suppliers:  Baker  Concrete  Constniction;  Gate  Precast; 
Addison  Steel;  C.F.E.,  Inc.;  J.B.  Matthews  Co.;  Harmon  Contract  WSA, 
Inc.;  AFG  Glass,  Inc.;  J.R.  Clancy;  Irwin  Seating;  Schindler  Elevator 
Co.;  Poole  and  Kent;  George  J.  Nash,  Inc.;  Regency/Zap  Electric 
Constniction  Team 

Pinellas  County  Criminal  Justic  Complex 

Clearwater 

Hellmnth,  f  )bata  +  Kassabaum,  Inc. 

Principal  Suppliers:  Tri  State  Glass,  Florida  Precast,  John  J.  Kirlin, 
BCH  Mechanical,  Aneco  Electric,  Simplex,  George  Doro  Co.,  Azzarelli 
Constniction,  Aniistrong,  Allstate  Stone 

Holy  Cross  CatJiolie  Church 

St.  Crobc,  U.S.V.I. 

Steven  E.  Hutchins  AIA  Architects,  Inc. 

Principal  Suppliers:  Charlies  Concrete,  Walsh  Metal  Works,  The  Pro 
Shop  (millwork),  McKay  Electric,  St.  Croix  Trading,  Gallows  Bay 
Hardware 


havior.  The  strategies  for  achiev- 
ing these  goals  include  using 
natural  access-control,  natural 
sui-veillance,  legitimate  activity 
support,  management  and  main- 
tenance strategies,  and  territo- 
rial boundaries.  Adequate  secu- 
rity planning,  CPTED,  and  defen- 
sible space  planning,  are  parts  of 
the  comprehensive  security 
planning  process  as  compared  to 
a  target-hardening  or  fortressing 
reaction  to  criminal  incidents. 
Despite  decades  of  effort,  a 
national  security  code  or  ordi- 
nance as  part  of  state  or  national 
building  codes  has  never  been  re- 
alized. The  tlireat  of  premises  U- 
abUity  litigation  spiu3  opposition 
to  the  adoption  of  safety/security 
standards  from  widespread  pro- 
fessional groups.  Veiy  few  lodg- 
ing, shopping/  retail,  building  and 
construction  associations  have 
supported  minimum  safety  stan- 
dards development.  An  excep- 
tion is  the  new  General  Services 
Administration  (GSA)  Security 
Design  Standaids  for  federal  gov- 
ernment aicliitecture.  These  stan- 
dards are  fast  becomiiig  the  indus- 
try "standard  of  care." 

Architects  have  to  comply 
with  the  GSA  Security  Design 
Standards  intended  to  save 
lives,  prevent  injury  and  protect 
the  property  and  assets.  Terror- 
ism has  been  the  major  vehicle 
for  change  in  an  otherwise  stuck 
universe  of  crime  prevention. 
For  example,  in  .June  1995,  after 
the  bombing  of  a  federal  facihty 
in  Oklahoma  City,  President 
Clinton  mandated  a  basic  stan- 
dard of  security  for  all  federal  fa- 
cilities. The  mandate  states  that 
each  federal  building  shall  be  up- 
graded to  the  minimum  security 
standards  as  recommended  for  its 
audited  security  level  by  the  De- 
partment of  Justice.  The  security 
design  criteria  provide  a 
performance-based  approach  to 
various  building  systems  and 
components,  from  window  glaz- 
ing to  structural  systems.  The 
GSA  standards  require  a  security 
risk  assessment  at  the  early  pro- 
gramming stage  of  any  federal 


project.  Risk  factors  may  be  di- 
verse as  a  building's  symbolic  im- 
portance if  it  is  a  highly  visible 
landmark  or  its  function  if  it  is 
considered  vital  to  national  inter- 
ests. Designs  should  allow  fortlie 
capacity  to  increase  responsive- 
ness to  a  heightened  or  temporary 
threat,  such  as  when  a  courthouse 
is  the  site  of  a  high-profile  trial. 

In  partnership  with  Florida's 
Attorney  General,  the  Florida 
CPTED  Network  (TCN),  provides 
mlnimmn  standai'ds  for  certifica- 
tion and  acts  as  a  resource  for 
premises  secmity  design  and  pre- 
vention education  for  city  and 
county  management,  law  enforce- 
ment, and  design/planning 
professionals.  In  recent  years  a 
few  dedicated  plamiers  and  law 
enforcement  professionals  in 
Sarasota  and  Broward  County 
have  iiritiated  cutting-edge  ordi- 
nances in  their  communities 
requiring  at  least  one  member  of  any 
government  project  design  plan  re- 
view team  to  be  CPTED  trained. 

The  future  of  safe  neighbor- 
hoods and  cities  is  here  now.  It  is 
time  for  architects  to  come  on 
board  and  embrace  safety  and 
security  for  all  buildings  and  for 
all  plamiers  to  incorporate  crime 
prevention  tJirough  environmen- 
tal design  in  every  community.  ♦ 

RandaR  Atlas,  vice-president 
of  Atlas  Safety  &  Security  De- 
sign Inc,  Miami,  is  a  FCN 
board  membe?;  a  registered  ar- 
chitect in  Florida  and  nation- 
ally accreditated  (NCARB),  a 
certified  protection  profes- 
sional (CPP)  from  the  Ameri- 
can Society  of  Industrial 
Security,  and  member  of  the 
ASIS Security  Architecture  and 
Engineering  Committee.  He  re- 
ceived his  doctorate  in  crimi- 
nology from  Florida  State 
University.  For  more  informa- 
tion  on  CPTED,  clieck  tlie  website 
at  www.dynasite.com/atlas,  or 
email  ratlas@ix.netcom.com, 
or  call  (800)  749-6029;  or  con- 
tact FCN  Chairman  Ray  Wood 
at  the  Orange  County  Sheriff's 
Office,  (407)  354-3924;  e-mail: 
safesecure@msn.  com 
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^Tor  i£ose  of  you  who  cfon  V  wani  io 
wall  25 years  for paiina. 


JOIN  OUR  TEAM 


We  are  searching  for  a  highly  motivated  manager 
for  the  position  of  Building  Official  reporting  directly 
to  our  City  Mayor.  Responsibilities  cover  overall 
operation  of  Building  and  Zoning  Department,  in- 
cluding preparation  and  implementation  of 
operational  budgets,  as  well  as  effective  manage- 
ment of  personnel  and  projects.  Requirements 
include  five  years'  experience  in  like  position  with 
a  municipality  or  in  related  field  with  proven  man- 
agement skills  and  excellent  communication  skills. 
Ideal  candidates  will  possess  degree  in  related  field 
and  certification  or  be  eligible  to  receive  certifica- 
tion within  one  year.  Our  compensation  package  is 
commensurate  with  experience  and  training.  We  are 
an  Affirmative  Action/Equal  Employment  Opportu- 
nity employer.  Please  send  resume  to: 

City  of  Fort  Myers 
Attention:  Human  Resources 

Post  Office  Drawer  22 17 
Fort  Myers,  FL  33902-2217 


Achieve  your  vision  today,  with 
new  EimGnm  from  Revere. 

New  EvaGum'  prepatinated 
architectural  copper  eliminates  the  wait. 
Your  vision  of  rich,  nuilti-dimensional 
patina  can  be  fulfilled  now,  with 
complete  maturity  after  just  four  to 
six  rainfalls. 

Adds  striking  beauty  and  character 

roof  or  accent.  Call  today  for 
new  EverGreen  brochure. 


to  any 


our 


Revere  Copper  Products,  Inc. 

RO.  Box, ^0(1 

Rome,  NY  1.H42-03IJU 
800-950-1776 
Fix: 315-338-2105 
■^  www.reverecopper.com 


Our  expertise  transcends  fabrication.  We  help 
budget,  engineer,  and  execute  the  simplest  or  most 
complex  design.  From  initial  concept  through  instal- 
lation, from  hardware  to  glass  to  wood  selection,  we 
will  give  you  the  information  you  need  to  frame  your 
view. 


lOOBidwcllRojd 
P.O.  Box  10 

South  Windsor,  CT  06074 
Tel    860-289-1222 
F.1X    860-528-7863 
Florida  office  941-591-3402 
E-M.Til  rsd.incl@juno.com 
internet  www.aisonl.com 


RICKETSON 

Sash  Sf<  Door 

Continuing  a  tradition  begun  in  1902 
a  Lcgere  Group  Company 
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For  you,  building  a  home  involves  more  than  just  following  a     i 


blueprint.  Your  vision,  your  insight  adds  the  detaUs  which  take  a  home  from  ordinaiy  to     ^^^^^PHS^" 't^Yjajij 


extraordinary.  So  you  need  products  that  highlight  what  can  be  done,  rather  than  ivhat 


today   it's   not   cjuite   enOUgh 


has  already  been  done.  Like  using  maple,  not  just  for  floors  and  cabinets,  but  for  windows 


and  doors,  too.  Your  imagination  should  knoiu  no 


(SOOJ   477-6808  ext 


w  w  w  .  IP  e 


ii  t  h  f  r  s   h  i  f  I  d      c 


See  list  of  dealers  on  page  29 


In  tliese  days  of  cost-cutting,  customer  service 
seems  to  have  taken  a  back  seat  to  corporate  profit. 
But  ASI  is  different.  After  nearly  35  years  in 
business,  ivc've  groxvn  into  one  of  the  Smith's 
largest  building  products  distributors.  And  we've 
iuilt  that  growth  on  going  out  of  our  way  to 
provide  customers  with  the  best  service  possible. 
Here  are  just  nfezv  examples: 

Inventory: 

One  of  the  widest  selections  of  low  maintenance 
products  in  a  depth  of  colors  and  styles. 

Delivery: 

Usually  within  24  hours. 

Assistance: 

Technical  support  in  installation  and  production 
selection,  and  marketing  assistance  in  helping 
customers  develop  more  business. 

If  you're  looking  for  a  building  products  distributor 
that  has  the  service  your  business  needs,  then  come 
to  the  distributor  who  has  built  its  reputation  on 
service  .  .  .  Aluminum  Service  Inc. 

14  Locations  Throughout  the  South  Specialty 
Products  Include: 

•  Siding  •  Railings  •  Roofing 

•  Soffit  •  Hurricane  Panels        •  Gutters 

•  Shutters  •  Windows  •  Extrusions 

•  Insulation  •  Sheet  Goods 


ALUMINUM  SERVICE,  INC. 

"Service  Is  Our  Middle  Name" 

1-800-282-6624 

http://www.aserv,com 


INDEX  TO  ADVERTISERS 

Buyers'  Guide 


Artificial  Thatched  Roofs 

Tropic  Top  (18-25J 31 

Building  Materials 

CSR  Rinkcr  (18-28) 6-7 

Trus  Joist  MacMillan  (18-26) 32 

Building  Products 

AJuminum  Semce,  Inc.  (18-10) 28 

Career  Opportunities 

City  of  Ft.  Myers/HR  Dept.  (18-13) 25 

Concrete 

Y-Tong  Florida  (18-28) OBC 

Consulting  -  All  Window  &  Door  Needs 

Architectural  Windows 

&  Cabinets  (18-11) 26-27,  29 

HBS  Inc.  (18-11) 26-27,  29 

Nor-Dec  International  (18-11) 26-27,  29 

Palm  City  MW  (18-11) 26-27,  29 

S  &  P  Architect  Products, 

Inc.  (18-11) 26-27,  29 

S  &  S  Craftsmen,  Inc.  (18-11) 26-27,  29 

Weather  Shield  (18-11)  26-27,  29 

Consulting  Engineers 

Schirmer  Engineering  Coip.  ( 18-22) 31 

ConsultingAVindows  &  Doors  -  Dade 
County  Approval 

Architectural  Windows 

&  Cabinets  (18-11) 26-27,  29 

HBS  Inc.  (18-11) 26-27,  29 

Nor-Dec  International  (18-11) 26-27,  29 

Palm  City  MW  (18-1 1) 26-27,  29 

S  &  P  Architect  Products, 

Inc.  (18-11) 26-27,  29 

S  &  S  Craftsmen,  Inc.  (18-11) 26-27,  29 

Weather  Shield  (18-11) 26-27,  29 

Copper  Products 

Revere  Copper  Products  (18-20) 25 

Curtain  Walls 

EFCO  Corporation  (18-15) 31 

Doors  -  Aluminum 

Tiaco/Security  Windows  (18-29) 22 

Doors  &  Windows 

Window  Classics  (18-27) 30 

Duct  Work  Accessories 

RCD  Conwration  (18-19) 32 

Employment 

City  of  Ft.  Myers/HR  Dept.  (18-13) 25 

Energy  Technology 

Florida  Natural  Gas 
Association  (18-16) IFC 
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Engineered  Lumber 

Trus  Joist  MacMillan  (18-26) 32 

Fire  Code  Consultants 

Schirmer  Engineering  Corp.  (18-22) 31 

Glass  Blocks 

Glass  Masoni-y  (18-17) 31 

HVAC 

Florida  Natural  Gas 
Association  (18-16) IFC 


HVAC  Adhesives  &  Sealants 

RCD  CoHJoration  (18-19) 32 

Insurance 

Collinsworth,  Alter,  Nielson, 

Fowler  &  Dowling,  Inc.  ( 18-14) 23 

Seitlin  Risk  Management 

&  Insurance  (18-23) 11 

Suncoast  Insurance 

Associates,  Inc.  (18-23) 11 

Lumber 

Trus  Joist  MacMillan  (18-26) 32 


WEATHER  SHIELD  DEALERS 
SEE  OUR  2  PAGE  AD  ON  26  &  27 


Architectural  Window  &  Door 

Ft.  Myers,  Florida  •  941/768-1173 


Architectural  Windows  and  Cabinets 

Jacksonville,  Florida  •  904/725-8495 
St.  Augusrirte,  Amelia  Island  &  Panhandle  •  800/320-1312 


HBS  Inc. 

Vero  Beach,  Florida  •  561/567-7461 


NOR-DEC  International 

Miami,  Florida  •  305/591-8050 

San  Juan,  Puerto  Rico  •  787/722-5425 

Santo  Domingo,  Dominican  Republic  •  809/697-4251 

Dominican  Republic  Showroom  •  809/227-7882 


Palm  City  Millwork 

Palm  City,  Florida  •  561/288-7086 
West  Palm  Beach,  Florida  •  561/586-2280 


S  &  P  Architectural  Products 

Deerfield  Beach,  Florida  •  954/480-8959 

Miami,  Florida  •  305/596-2699 

Jupiter,  Florida  •  561/748-5580 

Ft.  Myers,  Florida  •  800/992-8959 


S  &  S  Craftsmen 

Tampa,  Florida  •  813/247-4429 
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Marvin  Windows  &  Doors 

Window  Classii-s  { 18-27) 30 

Merc  Adhesives  &  Sealants 

RCD  C'oiporation  (18-19) 32 

Metal  Roofing 

Aluniiiuini  Senice,  Inc.  (18-10) 28 

Mold/Mildew  - 
Control  &  Removal 

Tasso  Wallcovering  (18-24) 8 

Natural  Gas 

Florida  Natural  Gas 
Association  (18-16) IFC 

Professional  Liability 

Collinswoilh,  Alter,  Nielson, 

Fowler  &  Dowiing,  Inc.  (18-14) 23 

Seitlin  Risk  Management 

&  Insurance  ( 18-23) 1 1 

Suncoast  Insurance 

Associates,  Inc.  (18-23) 11 

Roof -Tile 

Masteipiece  Tile  Co.  (18-18) 23 

Roofs/ 
Artificial  Thatch 

Tiopic  Top  ( 18-25) 31 

Store  Fronts 

EFCO  Coiporation  (18-15) 31 


Storm  Protection  -  Windows  &  Doors 

Traco/Sec-urily  Windows  ( 18-29) 22 

Tensioned  Membrane  Structures 

Birdair.  Inc.  (18-12) IBC 

Textured  Wall  Systems 

Tasso  Wallcovering  (18-24) 8 

Wallcoverings 

Tasso  Wallcovering  (18-24) 8 

Windows 

EFCO  Coiporation  (18-1.5) 31 

Windows  -  Aluminum 

Traco/Secunty  Windows  (18-29) 22 

Windows  &  Doors 

Architectural  Windows 

&  Cabinets  (18-11) 26-27,  29 

HBS  Inc.  (18-11) 26-27,  29 

Nor-Dec  International  (18-1 1) 26-27,  29 

Palm  City  MW  ( 18-11) 26-27,  29 

Ricketson  Sash  &  Door 

Co.,  Inc.  (18-21) 25 

S  &  P  Architect  Products, 

Inc.  (18-11) 26-27,  29 

S  &  S  Craftsmen,  Inc.  (18-11) 26-27,  29 

Weather  Shield  (18-11)  26-27,29 

Window  Classics  (18-27) 30 

Wood  Windows  &  Doors 

Ricketson  Sash  &  Door 
Co.,  Inc.  (18-21) 25 


ALPHABETICAL  INDEX  TO  ADVERTISERS 

Aluminuiii  Semce,  Inc.  (18-10) 28 

.\j(hlti'cliiral  Windows 

&  ('al)inet.s  ( 18-1 1 ) 26-27,  29 

Birdair,  Inc.  (18-12) IBC 

City  of  R.  Myers/HR  Dept.  (18-13) 25 

Collinsworth,  Alter,  Nielson, 

Fowler  &  Dowiing,  Inc.  (18-14) 23 

CSR  Rinker(  18-28) (>7 

EFCO  Coiporation  ( 18-1.5) 31 

Florida  Nalural  Gas  A.s.sociation  (18-16) IFC 

Glass  Miisonry  ( 18-17) 31 

HBS  Inc.  (18-11)  26-27,  29 

Masterpiece  Tile  Co.  (18-18) 23 

Nor-Dec  International  (18-11) 26-27,  29 

Palm  City  MW  (18-11) 26-27,  29 

RCD  CoHJoration  (18-19) 32 

Revere  Copper  Products  ( 18-20) 25 

Ricketson  S;ish  &  Door  Co.,  Inc.  (18-21) 25 

S  &  P  Aichitect  Products, 

Inc.  (18-11) 26-27,29 

S  &  S  Craftsmen,  Inc.  (18-11) 26-27,29 

Schimier  Engineering  Coip.  (18-22) 31 

Seitlin  Risk  Management 

&  Insurance  (18-23) 11 

Suncoast  Insurance 

Associates,  Inc.  (18-23) 11 

Tasso  Wallcovering  (18-24) 8 

Tiaco/Security  Windows  (18-29) 22 

Tropic  Top  ( 18-25) 31 

Ti-us.Ioist  MacMillan  (18-26) 32 

Weather  Shield  (18-11)  26-27,  29 

Window  Classics  (18-27) 30 

Y-Tong  Florida  (18-28) OBC 


MARVIN. 


WINDOWS  &  DOORS 


'Sfs^ 


Window  Classics  supplies  beautiful,  low  maintenance  wood 
windows  and  doors  from  Marvin  to  Florida  and  the  Caribbean. 

Window  Classics  Corp. 


HOLLYWOOD 

Ph.  954/966-1148 
Fax  954/983-7724 

LONGWOOD 

Ph.  407/332-1352 
Fax  407/332-1353 


MIAMI 

Ph.  305/266-9800 
Fax  305/267-8197 

BONITA  SPRINGS 

Ph.  941/498-9141 
Fax  941/498-9142 


W.  PALM  BEACH 

Ph.  561/659-0600 
Fax  561/659-1555 

TAMPA 

Ph.  813/915-1414 
Fax  813/933-0015 


Fax-on-Demaiid 

Participating  advertisers  are 
assigned  a  four-digit  code  (located 
in  the  index  to  advertisers).  To 
access  additional  information 
about  the  adveitiser's  product  and/ 
or  service,  yon  only  need  to  dial 
(410)  252-9595  from  your  fax 
machine  and  listen  to  the  voice 
prompts  for  fnilher  instructions. 
PRP2ST0  -  yon  will  receive 
additional  information  about 
advertiser's  products  and/or 
sei\ices. 
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Mortarless  BlokUp 

Choose  from  lull-frame  extruded  aluminum  system  for  walls  or  wmdows 
...curved  wall  system. ..or  anchor-chp  system  that  requires  no  frame.  For 
genuine  WECK®  glass  block. 


•  Easy  assembly  without  mortar 

•  Predictable  finished  quality  with 
real  WECK  glass  block 

•  Faster  installation  means  lower 
installed  cost 


•  Reinforcing  metal  beams  for  strength 

•  .3  ways  weathertight:  silicone 
inside,  front  and  rear  seals 

•  Optional  thermal  break  and  sill 
drain  systems 


GLASS  MASONRY,  INC. 

5000  Oakes  Rd.,  Suite  F  •  Ft.  Lauderdale,  FL  33314 
CALL  1-800-940-4527 


ScHiRMER  Engineering  Corporation 

Fire  Protection  Engineering  a  Code  Consulting  a  Loss  Control  a  Security  Systems  Design 


ENGINEERING  SERVICES  FOR: 

Comprehensive  Fire  Protection  /  Life  Safety  Analysis 
Performance  Based  Approaches  to  the  Building  Code 
Computer  Fire  Modeling  &  Timed  Egress  Analysis 
Code  Equivalencies  for  Your  Innovative  Designs 
Development  of  Fire/Life  Safety  Programs 
Smoke  Control  System  Design  Criteria  &  Consulting 
Fire  Alarm  &  Sprinkler  Systems  Design 
Technical  Design  Reviews  for  Code  Compliance 
Tailored  Approaches  for  Appropriate  Protection 
Security  System  Design  for  all  types  of  Buildings 
Negotiations  with  Authorities  Having  Jurisdiction 
Due  Diligence,  Property  &  Casualty  Facility  Audits 

Contact;     Armando  Lourenco,  PE. 

Schirmer  Engineering  Corporation 

16375  NE  18th  Avenue,  Suite  323 
North  tVliami  Beach,  FL  33162-4700 

Voice  (305)  949-8858 

Fax  (305)  949-3673 

E-tVlail  SchirmerFL@aol.com 


WINDOWS 

CURTAIN  WALLS 

ENTRANCES 

STOREFRONTS 

Some  products  Dade  County  certified 
for  large  and  small  missle  inpact  tests. 


Contact  your  local  representative 
for  EFCO  products. 


Bassett  & 
Company,  Inc. 

2145  Northeast  Second  Street 
Ocala,  Florida  34470 

(352)867-1185 
Fax  (352)  867-1193 


^5 
■EDQ 

DDil 
DQDD 


JODAN 


12360  66"'  Street  North,  Suite  VI 

Largo,  Florida  33773 

(813)  531-4762 

Fax  (813)  531-7854 


http:  /  /  www.efcocorp.com 


TROPIC  TOP" 

ARTIFICIAL  THATCH 

y 


At  last,  the  demand  has  been  met  for  a  thatch  that  is  virtually 
indestructible.  Tropic  Top™,  a  lightweight  metal  shingle, 
colorfast,  100%  fireproof,  installs  as  easily  as  ordinary  roof 
shingles,  and  has  the  appearance  of  natural  thatch  without  any  of 
the  disadvantages. 

It  IS  cost  effective  because  you  will  never  have  to  replace  it. 

We  are  able  to  help  with  design  and  installation  requirements  for 
your  particular  roofing  application. 

2028-3   EASTBOURNE  WAY,   ORLANDO,   FL  32812 
407/273-0069  FAX  407/273-0069 
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Headers  Without  Headaches^ 


Trus  Joist  MacMillan's  FranieWorks* 
Header  is  3V'2"  thick  and  available  in  a 
variety  of  depths,  making  it  the  perfect 
one-piece  framing  solution  for  windows 
and  passage  doors. 

The  superior  performance  and  uniform 
dimentions  of  the  FrameWorks*  Header 
can  drastically  reduce  call-backs  to  fix  dry- 
wall  cracks  or  nail  pops  above  doors  and 
windows,  problems  commonly  caused  by 
headers  made  from  ordinary  lumber. 


FrameWorks*  Headers  are  available  in  the  following  depths: 
4%".  51/2",  71/4",  8%",  91/2".  111/4",  ll'/s",  14".  16",  18", 
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Accept  no  substitutes 

call  Trus  Joist  MacMillan 

for   the  dealer  nearest  you. 

800/854-5647 
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ZW  Eiit  MilbrJ  i>nv,.  lU.i.c,  liblu. 


uof  TruiJouiMj.Milljn,  A  L 


Leaking  Heating/Air  Conditioning  Ducts  Waste 
10  Billion  Dollars  Worth  of  Energy  Each  Year! 


RCD  #6  Mastic 


RCD  #8  Mastic 


RCD  #9  Mastic         RCD  PS  •  1  Mastic 


These  four  RCD  Mastics  are  @  Listed  to  UL-1 81 A-M  and  UL-1 81 B-M 
and  will  help  you  reduce  this  waste  of  energy. 


For  More 
Information 


RCD 


Corporation 


Call 
800-854-7494 
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UNIVERSITY  OF  FLORIDA 


3     1262    05918    5677 


Great  Shapes  That 
Stay  In  Shape.  ~ 


\ 
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Enduring  a  cold  winter  ' 
in  Sioux  Citv,  Iowa. 


A 


rchitecturally  exciting  Birdair  Tensioned  Membrane  Structures  last... 
decade  after  decade  after  decade.  Whether  it's  an  airport  roof  in  the  numbing 


cold  of  a  Denver  winter,  or  the  brutal  heat  of  Saudi  Arabia,  or  a  campus  building  in 

i>    ■■ 

earthquake-prone  southern  California,  Birdair  structures  maintain  their  shape  and 
remain  strong  throughout  their  life  cycle.  Teflon  coated  woven  fiberglass  substrate 
repels  heavy  snowfall,  sheds  rainfall,  and  stands  up  to  both  high  winds  and  baking 
sun.  This  has  been  proven  not  just  frpm  theoretical  projections  or  intensive  lab  test- 
ing, but  from  the  harsh  climatic  realities  Birdair  structures  experience  every  day. 
If  you're  inspired  to  design  a  roof  or  free  standing  structure  with  striking  architec- 
tural possibilities,  but  don't  want  to  worry  about  structural  integrity  or  short  life 
cycle  -  call  today.  Birdair  provides  comprehensive  support  for  architects  including 
technical  design  processes,  project  budgeting  and  construction  methodologies. 
Tensioned  Membrane  Structures... exciting  ways  to  keep  a  roof  in  great  shap^. 
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"  With  this  fabric  we  can 
design  structures  that  will 
stand  up  to  hurricojte 
winds,  snow  loads  and 
earthquakes. " 

— John  Shaver 

Architect 


A  Technological  Vision  That  Works 

Birdair,  lac. 

65  Lawrence  Bell  Drive 

Amherst,  NY  14221 

716-633-9500  •  800-622-2246 

Fax:  716-633-9850 

www.  birdair.  com 


I  NEED  MORE  INFORAAATION  ON 

□  General  Products  □  Fire  Resistance 

□  Thermal  Insulation         □  Projects  In  My  Area 

□  Acoustic  Insulation        □  Seminars 

FAX  YOUR  REQUEST  TO  (941)  422-2914 
or  CALL  1  -800-YTONG  FL 


NAME 


COMPANY 


ADDRESS 


CITY 


PHONE 


It  is  fire  resistant 
up  to  6  hours 


it  iieeps  interiors 
much  quieter 


It  cuts  energy  bills 


It  improves  the 
air  quality 


It  is  resistant 
to  termites 

It  is  easier  to 
install  and  more 
profitable 
to  build  with 


You  can  visit 
YTONG  from 
home  or  the  office: 
YT0NG-USA.COM 


ST 


ZIP 


FAX 


YTONG 
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Seven  operating  rooms 

at  Jackson  Memorial  are  served  by  one  air  handler 

that  delivers  14,000  cfm  of  fresh  air.  These  rooms  require  the 

removal  of  370  pounds  of  moisture  per  hour  on  a  typical  day  in  order 

to  maintain  65°  Fahrenheit  dry  bulb  and  50%  relative  humidity.  A  single 

natural  gas-reactivated  (steam)  desiccant  dehumidifier  was  specified  to 

pretreat  the  outside  air  and  send  it  to  the  operatuig  rooms.  This 

system  is  competitive  in  cost  with  conventional  systems  and  is 

saving  the  hospital  thousands  of  dollars  a  year  in 

operating  costs. 


Natural  Gas  Cooling. 
^  Doctors  Like  It. 
Accountants  Love  IL 


As  a  rule,  hospitals  have  to  maintain 
ideal  temperatures  and  humidity 
levels  in  the  operating  rooms  for  the 
safety  of  their  patients,  as  well  as  the 
comfort  of  the  doctors  and  staff. 

At  Jackson  Memorial  Hospital  in 
Miami,  engineers  have  tailored  a 
system  for  a  suite  of  operating  rooms 
that  keeps  the  temperature  and 
humidity  under  control,  and  reduces 
overall  cooling  costs. 
After  evaluating  many  options, 
engineers  turned  to  a  natural  gas- 
fired  desiccant  system  to  supplement 
the  existing  central  chiller  The 
desiccant  system  takes  the  load  off 
the  central  chiller, 
allowing  it  to  run  more 
efficiently. 

Natural  gas  cooling. 
It's  the  cost  effective 
way  to  cool  and 
dehumidify  commercial 
and  residential  space.  For  more 
information  on  gas-fired  desiccant, 
engine  driven,  or  absorption  units  call 
your  local  gas  company. 


FLORIDA 
NATURAL  GAS 
ASSOCLVnON 

850-681-0496  •  e-mail:  info@flgasassc.com 
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Carnoustie,  Site 
of  the  1999 
firitisli  Open 

Architect:  Butler 
Lemons  Romero 

UJotercolor 


o  . 


Proposed  Concourse 
Improvements,  Orlando 
International  Airport 

Architect:  ZHA 


/     / 


V   Buccaneer  Cove 
Raymond  James 
Stadium,  Tampa 

Architect:  HOK 
Studio  € 


FINE  ARCHITECTURAL  RENDERINGS 


GCNCSIS  STUDIOS,  INC. 

225  S.  Swoope  Avenue,  Suite  205 

IVIaitland,  Florida  32751     407-539-2606 

800  933-9380     FAX  407-644-7901 

www.genesisstudios.com 


Loss. 


Prevention. 


It's  simple,  really.  You  can  buy  professional  liability  insurance 
from  a  carrier  who'll  try  to  protect  your  resources  after  you  have 
a  claim.  Or  you  can  be  a  part  of  DPIC's  program  —  delivered  by 
a  company  and  specialist  agents  long-dedicated  to  helping  you 
stop  losses  before  they  happen.  Our  loss  prevention  services, 
dispute  and  claims  handling  and  insurance  coverage  work  to 
stop  claims  and  losses,  not  just  cover  them.  Experience  the  loss 
prevention  difference  with  DPIC.  Contact  one  of  the  independent 
agents  below  or  visit  us  on  the  Web  at  www.dpic.com. 


North  &  Central  Florida 

Suncoast  Insurance 

Associates,  Inc. 
Tampa  FL 
800.741.8889 


Southeast  Florida 

Seitlin  &  Company 
Miami  FL 
305.513.5964 


[DPIcl  DPIC  Companies j 

^^  M     Orion  Capital 


A.M.  Best  Rating:  "A"  (Excellent).  Policies  aie  underwiiNen  by  Seajnty  Insurance  Company  of  Hartfoid,  Design  Piofessionals  | 
Insurance  Compony  nnd  The  Connecticut  Indemnity  Company.  The  issuing  compony  vnnes  by  stole.  DPIC,  Monterey,  CA,  is  wholly 
owned  by  Onon  Copilol  Corpocohon,  a  NYSE-listed  corporation  with  ossets  over  $3.5  billion.  ©  1998  DPIC  Componies,  Inc. 
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This  year's  award  program  experienced  a  record  number  of  entries 

and  a  record  number  of  awards  in  this  category.  A  good  samphng 

of  the  best  in  Florida  architecture 1 1 

Test  of  Time 

25  Year  Award  -  Rowe  Architects  incorporated;  The  Music  Building 

at  the  University  of  Florida 24 
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The  Florida  Agricultural  Museum  -  Architects  Design  Group; 

A  Manual  on  Conservation  Methodology  -  Beatriz  del  Cueto,  AIA 26 
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two  outstanding  architects 36 

AIA  Puerto  Rico  Design  Awards 37 
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You  may  be  a  new  builder  startmg  your  first  model  home  or  an  experienced  developer 
breaking  ground  on  your  latest  shopping  center.. .or  a  contractor,  civil  engineer  or  architect 
seeking  expert  advice  on  certain  building  materials'  performance  characteristics.  But  no 
matter  what  your  particular  interest,  you  need  a  reliable  partner  who  knows  what's 
important  to  your  success. 


LETS  BUILD 
FLORIDA  TOGETHER 


For  more  than  70  years,  Rinker  Materials  has 
played  a  major  role  in  Florida's  construction 
community  and  today  we're  the  largest 
supplier  of  building  materials  in  the  state. 
Our  success  comes  as  a  result  of  forging 
partnerships  with  the  people,  like  you,  who 
are  building  Florida's  future. 

As  your  single  source  for  hundreds  of 
building  materials  from  aggregate,  cement, 
concrete,  concrete  block,  stucco,  drywall, 
brick,  glass  block,  acoustical  ceilings  and 
walls,  insulation  and  other  speciality  prod- 
ucts and  services,  we'll  save  you  both  time 
and  money.  And  as  your  partner  in  building 
a  better  Florida,  we'll  use  our  vast  resources 
to  ensure  your  success. 

Whether  you're  looking  for  convenient 
pick-up  or  quick  delivery,  there's  a  Rinker 
location  nearby.  We  serve  Florida's 
construction  community  from  more 
than  100  sites  throughout  the  state. 


And,  no  matter  what  size  your  order, 
our  operational  expertise  and  customer 
focused  approach  means  on-time  delivery 
of  what  you  need,  when  you  need  it  with 
quality  products  and  personal  service. 

If  you're  an  architect  or  engineer,  Rinker's 
experience  and  size  allows  us  to  provide 
the  production  and  technical  resources 
necessary  to  support  you.  Our  architec- 
tural and  engineering  representatives  are 
available  to  provide  professional  advice 
and  technical  support  on  any  size  project. 

Since  1926,  when  Marshall  E.  "Doc"  Rinker 
hauled  his  first  load  of  sand  in  his  first 
truck,  Rinker  has  been  a  responsive  partner 
to  Florida  builders,  developers  and  other 
construction  professionals. 


As  partners  working  together,  we  can 
build  a  better  Florida! 


»*         Art 
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CSR 


RInker 


CSR  RINKER  MATERIALS 

1501  BELVEDERE  ROAD 

WEST  PALM  BEACH,  FL  33406 

1-800-4-RINKER  (1-800-474-65371 


Headers  Without  Headaches' 


Trus  Joist  MacMiUan's  FraineWorks* 
Header  is  3y2"  thick  and  available  in  a 
variety  of  depths,  making  it  the  perfect 
one-piece  framing  solution  tor  windows 
and  passage  doors. 

The  superior  performance  and  uniform 
dinientions  of  the  FrameWorks*  Header 
can  drastically  reduce  call-backs  to  fix  dry- 
wall  cracks  or  nail  pops  above  doors  and 
windows,  problems  commonly  caused  by 
headers  made  from  ordinary  lumber. 


\mm 


FrameWorks*  Headers  are  available  in  tfie  following  depths: 
4%".  51/2",  7'/4".  8%".  9'/2".  IIV4",  ll'/s",  14".  16",  18". 
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Accept  no  substitutes 

call  Trus  Joist  MacMillan 

for   the  dealer  nearest  you. 

800/854-5647 


Specify  Structural  Connectors  and  More  With  Our 

Interactive  CD-ROM 


Contains: 
Select  -  A  -  Connector  The  easiest  way 
to  select  the  best  connector  for  your 
structural  application. 

Product  Catalog  with  links  to  Reports  and 
Drawing  Files  (DWG,  DXF,  BMP  and  PCX 
File  Formats). 

Reports  View  or  Print  the  following: 
SBCCI  PST  &  ESI  Compliance  Reports, 


Dade  County  Product  Control  Notice  of 
Acceptance,  Technical  Reports. 
Electronic  Drawing  Catalog  Menu 
Program  that  will  import  scalable  connector 
drawings  directly  into  your  detail  or  section 
drawings.  Installs  in  menu  bar  of 
AutoCAD®  Release  11,  12,  13  or  Release 
12,  1 3  for  Windows®. 


Minimum  Requirements:  Windows®  3.1  x/ 95,  2x  CD-ROM 

Call  1-800-443-6442  For  Your  FREE  Copy  TODAY 

or  Fax  (813)535-8199  or  e-mail  sales@hughesmfg.com 
Visit  Our  Web  Site  at  URL  -  http://www.hughesmfg.com 
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Bravo  Florida  arcliitects!  You  are  Iriily  'leading  in  shaping  Florida's  future". 
Wtiile  AIA  Florida  works  1,0  make  a  stronger  and  more  unified  profession, 
outstanding  architects  are  enriching  the  concept  of  a  wliole  and  vital  Florida 
through  winning  buildings.  The  actions  indicated  by  works  illustrated  in  this 
issue  speak  louder  than  words,  pointing  to  the  relevance  of  our  profession. 

This  edition  of  Florida  Caribbean  Architect  presents  the  results  of  the  awards 
program  that  honors  many  distinguished  members  of  AIA  Florida.  The  Awards 
program  celebrates  the  excellence  which  our  organization  represents — honor 
earned,  not  granted,  representing  the  best  of  our  profession's  achievements. 

That  we  were  blessed  with  more  entrants  than  ever  before,  around  three 
hundred,  is  in  many  ways  a  favorable  sign.  First,  it  suggests  that  many 
architects  are  busy  doing  substantial  work.  Also,  it  means  our  AIA  Florida 
awards  program  is  very  well  regarded,  enough  so  as  to  warrant  the  serious 
participation  that  has  been  experienced.  That,  of  course  tells  us  that  it  is 
important  to  keep  the  program's  standard  as  high  as  possible.  Excellence 
attracts  excellence. 

As  a  mirror,  the  winning  designs  this  year,  point  to  long  term  progress  in  the 
quality  of  the  architecture  architects  are  delivering.  Clearly  a  uniquely  Florida/ 
Caribbean  profession  of  architectui'o  is  emerging.  Interestingly,  entries  did  not 
represent  mere  repetitive  imitation,  but  a  work  that  is  place  responsive  and 
immensely  creative.  The  profession  is  able  to  accomplish  significant  substantial 
work,  designing  buildings  that  are  diverse  in  purpose  and  character,  and 
complex  and  effective  in  impact.  Yet.  Florida  and  Caribbean  architects  are  just 
as  able  to  carry  out  modest  projects  with  due  attention  to  refinement,  elegance 
and  appropriateness.  A  church,  a  major  courthouse,  a  beach  house,  a  school 
and  more.  All  of  it  is  plainly  FLORIDA,  and  CARIBBEAN. 

I  want  to  express  my  appreciation  for  each  of  the  winners.  You  are  the  true 
leaders  of  the  profession.  Thank  you  for  giving  us  the  opportunity  to  proclaim 
your  success.  Now  it  is  AlA/Florida's  duty  to  help  you  gain  recognition  as  widely 
as  possible.  Broad  public  awareness  of  the  profession's  high  standards  is 
crucial  to  its  success  and  advancement.  Whatever  benefit  comes  your  way  in 
the  form  of  more  commissions  has  tieen  well  earned. 

1  want  to  thank  all  those  members  and  staff  whose  effort  ensured  the  success  of 
the  awards  program.  Our  Awards  Chair,  Past  President  John  Cochran,  worked 
extensiveiy  with  Peter  Hepner.  AIA.  and  Director  of  Communications,  Cathi 
Lees  to  bring  this  program  to  fruition.  Finally.  1  want  express  my  gratitude  for 
the  wisdom  and  good  judgement  of  our  juries.  The  juries,  which  are  named  on 
page  f  1 .  were  key  to  the  good  results  and  their  commitment  to  careful  judge- 
ment which  upheld  the  highest  standards  is  appreciated  as  well. 
May  next  year's  AIA  Florida  awards  pi'ogram  be  an  even  greater  success! 


Florida  Caribbean  Architect  serves  the  profession  by  providing  current  information  on  design, 

practice  manogement,  technology,  environment,  energy,  preservation  and  development  of 

communities,  construction,  finance,  economics,  as  wrell  as  other  political,  social  and  cultural  issues 

that  impact  the  profession. 
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specify 
proven 
experience 


KALWALL®... 

Since  1955,  the 

original  structural 

sandwich  panel 

allowing  insulated, 

diffused,  natural 

daylighting. 

DEMAND 

THE 

BEST! 


American  Airlines  Admirals  Club, 
Miami  International  Airport,  Miami,  FL 
Bermello  Ajamil  &  Partners,  Inc.,  Architects 


Specified  A 


RCHITECTURAL  kJ  YSTEMS 


S 


"Your  Kalwall®  Connection" 

1927  Laurel  Street  •  Sarasota,  FL  34236 

(941)  952-0004  •  Fax  (941)  952-0007 

SpecSys@aol.com 

CC  -C056843 
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Bringing  hurricane  window  protection 
out  of  tine  daric  ages... 


new  SentryGlas®  Plus  from  DuPont. 


This  dramatic  new  development  in  architectural 
glass  not  only  meets  South  Florida  hurricane 

codes,  but  it  enables 
architects  and  building 
designers  to  achieve 
their  aesthetic  goals 
without  compromise. 
SentryGlas'  Plus  is  a 
new  glass  laminating 
product  that  has  a  glass 

SentrvGlas   Plusoften,  SUrfaCC  OU  both  sidCS 

24-hour  protection,  deterring      and  OtfcrS  tlVC  tmiCS 

would  be  thieves  and  vandals,     ^j^^  ^^^^  strength  and 

100  times  the  rigidity  of  conventional  laminated 
pvb  interlayers.  It  brings  superior  protection  to 


the  larger  windows  and  doors  of  commercial 
buildings  and  homes  against  penetration  from 
wind-driven  debris.  It  offers  this  protection  at  a 
substantially  lower  cost  than  motorized  shutters 
or  glass-clad  polycarbonate.  SentryGlas   Plus 
the  beautiful  and  permanent  alternative  to 
shutters,  is  the  latest  addition  to  DuPont's  family 

of  products 
which  has  for 
over  60  years 
offered  clear  solutions  for 
security  and  storm  protection. 
For  more  information,  call  us  at 
1-800-533-1313.  Or  visit  our  web  site  at 
www.dupont.com/safetyglass. 


SentryGlas® 

Securilv  and  Storm  Interlavcr 


Plus 


DuPont  Glass  Laminating  Products 


LOOK     INTO     MY     EYE." 


and  Specify  Security  IMPACT 

RESISTANT  windows  and  Doors 


After  three  years  of  research  and 
development,  Security  Windows  and  Doors  has 
successfully  completed  certified  testing  of  our 
innovative  Impact  Resistant  Windows  and  Doors. 
These  revolutionary  products  are  unlike  any 
other  approved  impact  resistant  products.  Not 
only  do  these  windows  and  doors  meet  the 
stringent  Florida  building  code  requirements,  they 
exceed  them.  Our  shutterless  impact  resistant 
windows  remain  intact  against  simulated  gale 
forces  of  250  miles  per  hour  (160  PSF). 

SECURITY 

Wituiows  Si  Doors 

A        TRACO        COMPANY 


And  now  Security  Windows  and  Doors  can 
offer  even  more.  Security  has  joined  forces  with 
TRACO,  one  of  the  country's  premiere  commercial 
and  residential  window  manufacturers.  A 
reputation  that  won  it  window  replacement  jobs  in 
some  of  America's  most  famous  landmarks, 
including  the  Statue  of  Liberty  and  the  Empire 
State  Building.  Take  advantage  of  Security's  keen 
understanding  of  the  unique  needs  of  the  Florida 
market  and  advanced  technologies  that  have  made 
it  a  leader  in  Impact  Resistant  Windows. 

Q TRACO 

Tlu-  Wiii.lows  Ami  Doors  Tluil  Cra-I  Tin-  World 


Call   I -888-8IMPACT  For  Additional  Information 
OR  Visit  Our  Website  at  WWW.SECURITY-WIND0WS.COM 


o 

^^^    ince  the  IOTjO's.  ihc  Florida  Association  of  the 
V         J   American  Insiitiiic  of  Arcliitects  has  wnrkcd  in 
\h_^^    recognize  excelleiire  in  archilecliire  and  eoniiiu'iiit 
the  Florida  architects  who  lead  the  shaping  ot  Florida's  luiure. 
This  year  the  awards  program  reached  new  heigiits  as  the 
Association  received  a  record  number  of  entrit-s  from  ()\er  200 
outstanding  firms  and  individuals.  Jurors  were  faced  with  Ihe 
daunting  task  of  selecting  just  a  few  winners  from  dozens  of 
unique  and  deserving  entries. 

The  Award  for  E.xcellence  jury  of  Deborah  i3erke.  AIA:  Billie 
Tsien.  AIA:  and  Tod  Williams.  l-MA  niel  in  New  'lork  City  to 
select  the  |)rojects  worthy  of  recognition  in  this  year's  compe- 
tition. The  jury  felt  that  Ihe  bodv  of  work,  as  a  whole,  was  far 


1998 

AIA  Florida  Awards 


above  other  state  awards  |)rograms  in  which  they  had  been 
involved.  Jurors  were  chalkmged  by  the  overall  (jualitv  of  Ihe 
projects  and  inasmuch  as  they  celebrated  quite  a  few  submis- 
sions, there  were  many  others  on  the  edge. 
The  jurors  in  the  remaining  categories  were  comprised  of 
distinguished  individuals  in  the  profession.  The  1998  Lnhuilt 
Award  jury  consisted  of  Roney  Mateu.  AIA:  W  iiliam  \lc\linn. 
FAIA:  and  Dan  Williams.  FAIA.  The  Test  of  Time  jurv  was 
comprised  of  Carl  Abbott.  FAIA:  Andrea  Clark  Brown.  Al  \:  and 
Albert  R.  AH'onso.  AIA.  The  Firm  Award  jury,  headed  by  lasl 
year's  reci|)ient,  Donald  Singer.  FAIA:  consisted  of  George 
Bolge.  Director  of  the  Boca  Raton  Museum  of  Art:  and  Dr. 
Peter  Magyar:  Founding  Director  of  the  Florida  Atlantic 
University  School  of  Architecture. 
On  behalf  of  the  over  2r){)()  members  of  AIA  Florida,  we 
'commend  all  of  the  entrauls.  Vou  iruK  re|)resenl  the  bt'sl  in 
Florida  architecture. 
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AWARD  FOR  Excellence 


Duany  Plater-Zyberk  and  Company 

The  iiiry  suggested  Ihal  this 
U'Ml)()ok  project,  complete  in  all 
parts,  is  best  described  in  a 
statement  I'rom  the  client.  Ilie 
Reverend  Jose  Luis  IVlenendez. 
"When  we  began  to  dream  about 
this  mission,  we  envisioned  a 
struclurc  lhal  would retlect  the 
faith  of  a  neighborhood  firmly 
rooted  in  its  Hispanic  cultural 
heritage.  The  completed  sanctuary 
has  far  exceeded  all  of  our  expec- 
talious.  Today,  this  building  has 
become  the  physical  manifestation 
of  the  spirit  of  a  community  that  is 
struggling  towards  self-improve- 
ment and  away  from  a  history  of 
\iolence  and  poverty." 


Architects:  Andres  Duony  ond  Elizabeth 

Plater-Zyberk 

Consulting  Engineer:  Pineio-Bosulto 

Interior  Designer:  Andres  Duany  and  Elizabeth 

Plater-Zyberk 

Contractor:  Andrew  Ferrera 

Owner  or  Developer:  Archdiocese  of  Miami 

Photographer:  Carlos  I.  Morales 


San  Juan  Bautista  Mission 

Miami,  Florida 


Jury  comments:  "...the  center  courtyard  is  one  of  Ihe 
most  successful  parts.  Having  the  courtyard  as  a 
gathering  space  with  the  low  buildings  in  front  makes 
this  truly  a  neighborhood  church.  This  is  a  graceful 
space  that  is  really  quite  amazing. " 


0  .'^6  7S9   10    12  Inject 
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Scale  of  Plans 


Longitudinal  Section,  looking  towards  Ihe  tower 
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Seminole  Softball  Complex 

Altamonte  Springs,  Florida 


1998 

Award  for  Excellence 


Jury  cumwcnls:  "...Uiere  is  a  toughness 
and  tautness  to  this  project.  This  is  a 
play  structure  that  doesn't  ignore  its 
responsibility  but  also  takes  itself  very 
seriously  as  architecture.  It  has  a  plytu! 
(juality  w'itliout  being  coy. " 


C.T.  Hsu  +  Associates 

The  emphasis  is  on  playfulness  In 
this  scorekeeper's  facility-a  unique 
multi-purpose  building  with  softball 
fields  radialiuf^  fi'oin  the  cenlrally 
located  structure.  The  complex 
consists  of  an  8.000  square  foot, 
three  story  concession  and 
scorekeeper's  building,  five 
iDurnament  quality  softball  fields, 
extensive  public  grounds,  parking 
and  a  maintenance  facility. 
The  ten-sided  scorekeeper's  facility 
is  on  axis  with  hoih  the  entry  to  the 
park  and  the  main  tournament 
field.  Centered  within  the  five 
playing  fields,  it  houses  public 
restrooms  and  concession  sales  on 
ihc  first  floor.  The  second  floor 
consists  of  a  large  meeting  room 
and  public  balcony  with  offices  and 
scorekkeeper  boxes  occupying  the 
third  floor. 

The  site  for  this  functional  and 
friendly  building  is  a  reclaimed 
county  landfill.  This  innovative  use 
of  public  land  creates  a  popular 
civic  amenity  for  adjacent  neigh- 
borhoods. 

Architect:  Timothy  McNicholos,  AIA 
Consulting  Engineer;  Robert  Plowfield 
Landscape  Architect:  Clotting,  Jockson,  Kervher, 
Anglin,  Lopez,  Rinehort,  Inc.,  David  Berth 
Interior  Designer:  Mary  Frith  Design 
Contractor:  Al  Strong 

Owner  or  Developer:  Bob  Chorvct,  Manager 
Photographer:  Bob  Bioun 
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Award  for  Excellence 


Bronson  Residence 


Coconut  Grove,  Florida 


Anthony  Abbate,  AIA 


This  residential  inlerior  renovalion 
of  a  condominium  unil  consists  of 
264  square  meters  sandwiclied 
between  two  concrete  slabs  on  the 
22nd  floor  with  sweeping  eastern 
and  northern  views  of  the  bay.  With 
the  layout  predetermined,  the 
materials  were  prdpurlioned  to 
each  space  rather  than  impose  a 
neutral  dimension  for  all  spaces. 
The  attempt  was  to  articulate  the 
spaces  and  give  definition  to  the 
experiences  of  entering,  viewing 
and  leaving.  The  work  of  Adolf  Loos 
contributed  to  the  perception  of 
space  involving  not  only  the  sense 
of  sight  but  also  the  rest  of  the 
senses. 

In  Loosian  schemes  where  posi- 
tions of  spaces  are  not  equivalent 
the  discrepancy  is  compensated  for 
by  treatment  of  the  wall,  ceiling 
and  floor  surfaces.  This  project 
superimposed  additional  planes 
composed  of  aluminum,  glass, 
maple  veneers  and  chromatic  paint 
applied  to  plaster  to  provide  visual 
screening,  spatial  corrections  and 
surface  dimensions. 


Architect:  Anthony  Abbote,  AIA 
Interior  Designer;  Anthony  Abbate,  AIA 
Contractor:  Steven  Bronson 
Owner  or  Developer:  Steven  Bronson 
Photographer:  Bill  Sanders 


./(;/;\' comments:  "...the  detailing  ofttie 
wooden  ceiling  is  very  beautiful.  This  is 
a  refined  piece  of  work  that  takes  a  plan 
that  was  not  able  to  be  changed  and 
Itrings  life  and  interest  to  the  spaces. " 


Jury  comments:  "...a  thought- 
ful use  of  detailing  and  a 
careful  scleclion  of  materials' 
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King  Beach  House 

Grayton  Beach,  Florida 


1998 

Award  for  Excellence 


Jury  comrnenlf::  "...I  like  the  sense  nf  the 
fragile  element  floating  on  top  of  the  solid 
base. " 


Jury  comments:  "...the  exterior  is  success- 
ful lu'cause  you  can  sense  the  construction, 
the  precast  concrete  and  the  frame  that 
clearly  screens  the  sun  and  shades  the 
entire  structure. " 


THIRD  FLOOR 


McWhorter  Architects,  PA 

Creating  a  fun.  easy,  yel  elegant 
home  for  a  family  was  the  goal  of 
this  single  family,  residential 
structure  located  on  the  northwest 
Florida  coast.  The  site  adjoins  a 
slate  park  and  porches  and  decks 
were  used  liberally  to  create  an 
ideal  getaway  for  this  family  wilii 
two  young  children.  The  decks  also 
provide  multiple  entertaining 
spaces  with  their  sweeping  views 
of  the  Gulf  of  Mexico. 
A  play  space  space  was  created  for 
the  children  to  emphasize  conve- 
nience to  the  beach  and  all  its 
trappings.  A  groundlevel  bunkroom 
was  designed  with  space  for  table 
tennis,  darts  and  other  games  out 
of  earshot  of  the  upper  bedrooms. 
The  greatroom,  with  14-foot  high 
ceilings  contains  living,  dining  and 
kitchen  space  that  mimics  the 
sprawling  gulf.  The  living  spaces  sit 
elevated  on  a  precast  concrete 
superstructure,  similar  to  that  used 
in  superhighways.  It  pro\  ides  a 
sturdy  skeleton  to  the  2\8  wood 
framing  above. 


Architect:  Carey  McWhorter,  AIA 
Consulting  Engineer:  John  Elmad 
Interior  Designer:  Dr.  Andy  King 
Controdor:  Peter  Horn 
Owner  or  Developer:  Dr.  Andy  King 
Photographer:  Coastal  Living  Magazine 
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AWARD  FOR  EXCELLENCE 


Colee  Hammock  Townhomes 


Ft.  Lauderdale,  Florida 


Anthony  Abbote,  AIA 


This  townhome  project  was 
conceived  as  structured  spaces 
that  would  fit  into  llie  tiistorical 
and  natural  context  of  the  existing 
neighborhood,  yet  meet  the 
demands  of  security  and  increased 
residential  density  imposed  by 
modern  conditions. 
The  50'  \  135'  site  was  bisected  to 
form  two  long  narrow  zones  with 
the  main  pedestrian  entrances  at 
the  street,  vehicular  access  off  the 
alley  and  full  development  of  the 
side  yards  (resulting  from  setback 
requirements)  into  garden  walks 
and  courtyards. 

The  interior  spaces  explore  the 
maximum  potential  for  natural  light 
and  ventilation.  Reading  nooks  in 
the  living  and  master  bedroom 
areas  utilize  aluminum  window 
hoods  to  tone  the  reflected  light 
entering  these  small  spaces. 


Architect:  Anthony  Abbote,  AIA 
Consulting  Engineer:  Murray  Bryntesen,  PE 
Landscape  Architect:  Fred  E.  Stresou,  ASLA 
Interior  Designer:  Anthony  Abbote,  AIA 
Contractor:  DickWynn 

Owner  or  Developer:  Anthony  and  Joye  Abbote 
Photographer:  Bill  Sanders 


Jury  comments:  "...the  elevation 
shows  a  sense  of  invention.  Ttie 
individual  elements  are  caretully 
composed  especially  given  the  tight 
txidget.  There  is  a  tautness  to  this 
project.  Each  of  the  two  sides  have 
three  orientations  that  contribute  to 
the  sense  of  complexity  of  the 
experience  of  this  liouse. " 
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Orange  County  Courthouse  Complex 


Orlando,  Florida 


1998 

Award  for  Excellence 


HLM  Design 


This  five  building.  1.500,000 
s(]iiare  foot  complex  is  located 
within  the  central  business  of 
downtown  Orlandtj.  The  24-level 
courthouse  is  comprised  of  two 
major  parts-the  base  and  the 
tower.  Support  functions  such  as 
the  sall^  port,  judges"  secure 
parking,  the  main  entrance, 
rotunda,  clerk  of  court's  offices  and 
six  high-volume  courlrooms  are 
located  in  the  base.  These  functions 
require  clear  and  direct  access  for 
large  volumes  of  people. 
Organized  and  detailed  to  convey  a 
sense  of  purpose,  the  entry 
sequence  takes  the  visitor  through 
a  landscaped  open  courtyard  into 
the  main  courthouse,  through 
security,  to  a  grand  rotunda.  The 
rotunda  serves  as  the  main 
orientation  point  with  all  circula- 
tion emanating  from  it. 


Jury  comments:  "...this  building  certainly 
has  a  civic  presence  and  a  sense  of  dignity  to 
its  facade.  It's  strongest  on  its  e.\terior.  in 
l)oth  the  side  elevation  and  the  front. 
I)ecause  of  the  organization  of  the  various 
elements.  The  grand  central  spaces  bring  a 
dignity  In  tlic  system." 


Architect;  HLM  Design 

Consulting  Engineer:  HLM  Design 

Landscape  Architect:  HLM  Design 

Interior  Designer:  HLM  Design 

Contractor:  Hubei/TDS/P&D/MDI 

Owner  or  Developer:  Oronge  County  Board  of 

Commissioners 

Photographer:  Hedrich  Blessing  Photographers 
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Valrico  Elementary  School 


Valrico,  Florida 


Rowe  Architects  Incorporated 

This  school  constructed  in  a 
rapidly  growing  hcdroom  commu- 
nity east  ot  Tampa,  is  divided  into 
four  parts.  A  lack  of  architecturally 
significant  buildings  in  the  area 
generated  the  goal  of  creating  a 
school  building  that  would  set  a 
precedent  for  future  public  and 
institutional  buildings. 
The  school  Is  organized  around  a 
central  schoolyard  that  is  open  to 
the  northeast  to  take  advantage  of 
the  views  down  the  gently  sloping 
terrain. 

The  media  center  holds  the 
prominent  position  on  the 
schoolyard  composition  while  the 
multi-purpose  and  dining  spaces 
open  themselves  to  the  view  of  the 
site  and  tree  line. 
The  programmatic  relationships 
are  satisfied  by  simple  building 
volumes  that  are  articulated  and/or 
connected  by  a  system  of  shading 
devices  and  glazing,  open  covered 
walkways  and  stair  towers. 

Architect:  Rowe  Architects  Incorporated 
Consulting  Engineer:  Brink  Associates,  Inc., 
Burton  &  Rolley,  Inc.  and  C  &  D  Engineering 
Landscape  Architect:  Rigall  and  Parker 
Cost  Consultant:  CC  &  A,  Inc. 
Contractor:  G.H.  Johnson  Construction  Co. 
Owner  or  Developer:  Hillsborough  County 
School  Board 
Photographer:  George  Cott 


Jury  coinmcnts:  "...Lhere's  a  sense  of 
community  and  outreach.  It's  a  plan  that 
makes  space,  as  opposed  to  circulation,  as 
so  many  other  schools  do. " 
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Jury  comments:  "...this  school  has 
an  appealing  modesty  yet  an 
inventiveness  reflected  in  the 
sunscreens  The  planning  of  the 
various  elements  contribute  to  the 
solid  plan. " 
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Our  Lady  of  the  Holy  Rosary  Church 


Miami,  Florida 


1998 

Award  for  Excellence 


Jury  commt'iils:  "...the  success  of  this  projccl  is  the  use 
oi' natural  lif^lit  tmwf^ht  in  tlirou0iout  tlie  Iniildinfi. " 


Jury  comments:  "...the 
additional  chapels  and 
exterior  spaces  seem  to 
accrue,  making  a  more 
rich  and  complex 
project.  The  courtyards 
have  a  complexity  that 
gives  one  the  sense  of 
entering  a  secluded  and 
special  place. " 
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Sieger  Architectural  Partnership 

A  village  of  individual  slrucUires 
which  can  be  operated  indepcndenl 
of  each  other  meets  the  need  of  a 
Catholic  parish  thai  \v()rshi|)p('(l  in 
a  school  for  thirty  years  while 
saving  funds  to  build  their  first 
dedicated  church  facility.  The 
liuildings  are  connected  by  walk- 
ways and  courtyards  designed  to 
make  the  most  of  the  Florida 
climate  without  stifling  the  breezes 
or  shunning  the  community  at 
large. 

A  series  of  twelve  foot  wide, 
mechanically  operated  drawbridges 
open  from  the  buildings  to  the  main 
courtyard  to  obscure  the  distinction 
between  exterior  and  inicrim- 
space. 

Symbolic  tetrahedral  forms  were 
used  throughout  the  comi)le\.  The 
main  sanctuary  provides  fiM'd 
seating,  in  the  round,  lor  (UK) 
people  on  a  gently  sloping  floor  that 
allows  an  unobstructed  view  of  the 
altar  from  any  location. 

Architect:  Sieger  Architeduro!  Partnership 

Consulting  Engineer:  Jose  M.  Muxo,  Jr.  RE. 

Landscape  Architect:  EGS2  Landscape 

Corporation 

Interior  Designer:  Sieger  Architectural 

Partnership 

Contractor:  GS2  Corporation 

Owner  or  Developer:  Archdiocese  of  Miami 

Photographer:  John  Gillan  Photography 
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Holmes  Hepner  &  Associates 

Located  on  fifteen  acres  of  a  gently 
rolling  rural  hillside,  overlooking  an 
environmentally  sensitive  prairie, 
this  2,200  square  foot,  two  story 
residence  bridges  the  expansive 
view  of  the  prairie  with  the  densely 
wooded  forest  to  the  north  and 
south. 

The  composition  of  the  house 
generates  from  a  longitudinal  spine 
that  serves  as  the  horizontal  and 
vertical  circulation  element. 
In  an  effort  to  create  a  "barn-like" 
language,  open  volumes  were 
created  to  receive  light  and  capture 
views  from  multiple  orientations. 
All  the  structural  components,  both 
on  the  interior  and  exterior,  are 
clearly  expressed  and  presented  in 
an  80"  rhythm  which  became  a 
vocabulary  for  the  detailing 
decisions  of  the  project,  A 
continuos  celestory  creates  a 
dramatic  level  of  transparency 
from  most  of  the  spaces  in  the 
house. 

Project  Team:  Peter  M.  Hepner,  AIA;  Debbie 

Hepner,  Dan  Sebreee 

Consulting  Engineer:  Heath  Engineering,  Inc, 

and  Brink  Associates,  Inc. 

Contractor:  Gude  Brothers  Construction 

Company 

Owner  or  Developer:  Mary  Triplett  and  Mark 

Herander 

Photographer:  Chroma,  Inc. 


Triplett  Herander  Residence 

Dade  City,  Florida 


Jury  comments:  "...iliis  house  is  eniirely  cippropriaie 
for  its  central  Florida  location.  It's  delightful  that 
Iliis  house  is  nestled  in  a  pine  grove  and  that  the 
trees  "play"  with  the  house  in  such  a  positive  way. 
Of  special  interest  was  the  owner's  statement  that 
after  investigating  many  other  options  they  knew  the 
only  way  to  get  what  they  wanted  was  to  work  with 
an  architect.  The  architect  delivered  for  them  the 
house  they  wanted,  on  t)udget.  It  supports  the  idea 
lliat  when  you  employ  an  architect  it  doesn't  make 
the  project  more  expensive,  it  just  makes  it  better. 
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Windsor  Town  Center 

Vero  Beach,  Florida 


1998 

Award  for  Excellence 


Juiy  commcnls:  "...there  is  (^renl  eare  in  tin- 
site  plan  and  the  detailing.  The  buildings  ha\e 
an  edge  to  them  that  others  of  this  type  lack. 
The  spaces  that  are  formed  l)elween  the 
buildings  and  the  quality  of  the  buildings 
themselves  are  quite  rich. " 
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Merrill,  Hatch  and  Pastor  Architects 

Greal  care  in  the  sile  plan.  Lhe 
detailing  and  the  buildings  drew 
liiiiirs  tu  this  group  ol  seven 
structures,  which  form  the  en- 
trance to  a  small  village.  Il  is 
approached  from  the  east  through 
an  alley  of  oaks,  from  the  west  four 
roads  converge  on  and  radiate  from 
the  site. 

The  structures  were  sited  to  form 
a  small  block  and  to  create  three 
gardens — an  amphilheater.  a 
raised  lawn  terrace  and  a  flower 
garden. 

Each  structure  on  its  own  repre- 
sents a  plan  type,  with  a  willful 
simplicity.  Together,  they  make 
movement  through  and  around  the 
plan  interesting. 


Landscape  Archited:  Olin  Partnership 

Contractor:  W.G.  Mills 

Owner  or  Developer:  Windsor  Development 

Photographer:  Scott  Merrill,  AIA;  Steven 

Brooke 
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Award  for  Excellence 


Sierra  Cardona  Ferrer 

Integrating  this  complex  plan  into 
the  powerful  landscape  achieves  a 
sense  of  it  growing  out  of  the 
ground  rather  than  just  being 
held  up. 

This  modern  and  spacious  52,000+ 
square  foot  structure  houses  the 
library  and  learning  resources  for 
the  college  and  is  divided  into  three 
principal  areas:  administration, 
audiovisual  and  exhibition/  reading 
rooms. 

The  primary  structural  system  in 
the  administration  and  audiovisual 
areas  is  reinforced  concrete  slabs 
and  beams  over  columns  and  walls. 
The  reading  rooms  compose  two 
floors  of  post  lensioned  slabs  and 
beams  supported  by  reinforced 
concrete  columns  and  a  secondary 
system  of  steel  joists,  metal 
decking  and  lightweight  concrete. 
Jurors  felt  Sierra  Cardona  Ferrer 
created  this  "extraordinarily 
successful  project  with  a  quality  of 
plan  and  section  rarely  achieved 
with  a  modest  budget." 


Interior  Designer:  Sierra  Cardona  Ferrer 
Contractor:  Aireko  Construction  Corporation 
Owner  or  Developer:  University  of  Puerto  Rico 
Photographer:  Max  Toro 


Learning  Resource  Center 

Bayamon,  Puerto  Rico 
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iSALUTES  THE  Sponsors 
OF  THE  1998  Annual  Convention 


Appalachian  Animations 
Architectural  Arts  by  Vathauer  Studio,  Inc. 
Building  Construction  Industry 
Advisory  Committee  (BCIAC) 
Builders  Specialties,  Inc. 
Caradco 

Cedar  Valley  Shingle  Systems 
Chitester  Management  Systems 
Cold  Spring  Granite  Company 
Collins  &  Aikman  Floorcoverings 
Cooperativa  Ceramica  D'Imola 
Covington  Flooring  Company,  Inc. 
Digital  Drafting  Systems 
DuPont  Corian/  Metro  Distributors 
Dura-  Stress,  Inc. 
Florida  Natural  Gas  Association 
Glasslam,  N.G.I.,  Inc. 
Hafia,  Inc. 
Horwood  Brick 
Hebel  Building  Systems 
Isolatek  International 
Logsdon  and  Associates,  Inc. 
The  Maiman  Company 
McGraw-Hill/FW.  Dodge 
NSS  Insurance  Underwriters 
Royal  Aluminum,  Inc. 
Semco 

Sherwin-Williams 
Smith  Barney 

Southern  Aluminum  Finishing 
South  Eastern  Prestressed  Concrete,  Inc. 
Specified  Architectural  Systems 
Splash  Technologies,  Inc. 
Starnet  International  Corp. 
Steel  Case  Inc./ IDS,  Inc. 
Taco  Metals 
Tarmac  America,  Inc. 
Tiger  Drylac  U.S.A.,  Inc. 
Trenv/yth  Industries,  Inc. 
T-Square  Reprographics  &  Imaging  Solutions 
Virtual  3D,  Inc. 

W.G.  Mills,  Inc.  Construction  Managers 
Wilsonart  International 
YTONG  Florida,  LTD. 


Special  Thanks  to  our  Premium  Gold  Sponsor: 


FLORIDA 
NATURAL  GAS 
ASSOCLVnON 


Premium  Gold  Sponsor  of  the  1 998  AIA  Awards  Presentation 
Co-Sponsor  of  the  Presidential  Welcome  Reception 


Bronze  Sponsors: 

Presidential  Welcome  Reception 
Keynote  Speakers  Session 


Golf  Tournament 

Continuing  Education  Session  C 
Continuing  Education  Session  D 


SuiKoast  Insurance/DPIC 

Tilden  Lobnitz  Cooper 

A<orn  Engineering 

Jenkins  &  Charland,  Inc. 

Graphisoft  (ArtJiicod) 

Kvaerner  Construction,  inc. 

Florida  Foam  Products,  Inc. 

Hansen  Design 

Trus  Joist  MacMillan 

CADD  Centers  of  Florida/  Autodesk 


Friends  of  AIA 

Annuol  Scramble  Golf  Tournament  Sponsors 


Roepnack  Corporation 

Soprema 

WM2 ,  Inc. 
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1998 

Test  of  Time 

25  Year  Award 


Rowe  Architects  Incorporated 

This  facility  composed  of  individual 
practice  spaces:  band,  orcheslral. 
and  choral  rehearsal  sludios;  music 
study  centers:  faculty  offices  and 
an  administrative  suite  works  with 
the  campus  and  expresses  the 
functions  that  are  within. 
The  huildins  placement  recognizes 
and  encourages  development  of  the 
proposed  campus  pedestrian  mall 
as  well  as  the  eventual  expansion 
of  the  .Architecture  and  Fine  Arts 
Complex.  A  central  interior  court 
forms  a  gathering  space  that  allows 
all  of  the  floors  to  participate  with 
each  other  and  encourages 
communication  with  non-music 
students  who  pass  through  the 
complex. 

This  structure  exhibits  very  little 
change  in  appearance  or  function. 
Only  minor  modifications  have  been 
made  to  increase  security. 


Architect:  H.  Dean  Rowe,  FAIA 

Contact  Person:  Lorry  Wilder,  AIA 

Owner  or  Developer:  Florido  Boord  of  Regents 


Music  Building,  University  of  Florida 


Gainesville,  Florida 


Jury  comments:  "...this  handsome, 
aimplex  biiildinfj  is  delightful  in  a 
w  ay  that  is  very  inspiring.  It  has 
uilluenced  not  only  this  building  type 
Inil  the  way  Iniiidings  work  nn  a 
campus.  Ry  bringing  the  outdoors 
uhldors  tlie  non-programmed  spaces 
ix'come  more  satisfying  than  the 
programmed  spaces.  This  is  a 
timeless  design  that  gives  heart, 
meaning  and  soul  to  tlie  building. " 
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Mateu  Family  Project    test  of  m 

Pinecrest,  Florida 

1 0  Year  Award 


Jtir}  cumniciits:  "... this  project  suggests 
an  inquiry  and  a  tension  between  the  two 
opposing  houses  so  that  you  are  con- 
stantly searching  for  a  linl<.  beyond  the 
sociological,  to  the  form.  It  continues  to 
ri'(iu('si  the  investigation  that  it  requested 
w  lien  it  was  first  designed  and  that  is  a 
\  cry  positive  aspect.  It's  a  nice  contempo- 
rary arcliilcclural  rendition  of  tlie  \illage." 


Mateu  Carreno  Rizo  8,  Partners,  Inc. 

The  sociological  idea  of  ttiis  genera- 
lional  environment  where  the  family 
grows  logelher  and  slays  logelher  in 
the  same  compound  is  emhraced  in 
Ifiis  significant  proiect. 
The  compound  is  comprised  of  two 
independent  structures  in  symbiotic 
relation  along  a  narrow  corner  lol. 
The  front  house  is  a  compact 
vertical  composition  of  flowing 
spaces  rendered  in  a  contemporary 
vocabulary.  The  l)ack  house,  almost 
equal  in  size,  is  a  horizontal,  single 
slory  construction  of  discreet 
spaces.  It  is  rendered  in  solid  rather 
than  transparent  materials  and 
more  traditionally  detailed. 
The  architect  successfully  accom- 
plishes the  intent  to  carry  on  ihe  life 
of  an  extended  family  within  a 
contemporary  South  Florida  context. 


Architect:  Roney  J.  Mateu,  AIA 
Contact  Person;  Roney  J.  Mateu,  AIA 
Owner  or  Developer:  Roney  &  Junie  Mateu 
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1998 

Unbuilt  Design  Award 


American  Airlines  Arena 
Miami,  Florida 


ArquitectonicQ  International  Corp. 

Jury:  This  project  is  one  of  the  most 
creative  and  exciting  compositions 
seen  in  the  mega  sports  arena  type 
of  spaces,  it  is  a  clear  contriliulion 
to  the  rebirth  of  downtown  Miami. 
The  scale  of  the  individual  buildings 
makes  this  project  a  joy  to  be 
around.  It  crealcs  a  li\cly  environ- 
iiii'iU  lor  the  city  around  it. 


C.T.  Hsu  +  Associates,  P.A. 

Jury:  This  is  a  sophisticated  design 
that  is  simple  in  many  ways  yet 
with  a  fine  detail  of  the  big  ideas.lt 
is  a  simple  geometric  shape  that 
includes  a  lot  of  different  geom- 
etries. Its  undulating  form  contains 
il  vvilhout  restraining  il. 


Suzhou  Performing  Arts  Center  and  Exhibition 
Suzhou,  China 


North  -  South  Section 
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Museum  of  Natural  History 
San  Juan,  Puerto  Rico 


1998 

Unbuilt  Design  Award 


Meeting  Room  and  Chapel 
Oakland  Hills,  Califomia 


Agrait  Betancourt  Arquitectos 

Jury:  The  sequence  of  spaces  and 
the  successful  use  of  Ihe  ramp  is 
notable  in  this  design.  The  huildin|j 
plan  and  shape  is  very  congruent 
with  the  use  of  a  museum  of 
natural  history.  It  is  a  huilding. 
which  like  nature,  is  not  very  rigid. 
The  atrium  space  becomes  the 
organizing  element  and  it  contrib- 
utes to  the  rich  forest  of  discovery 
that  a  museum  shold  be. 


Carolina  Garcia,  AIA 

Jury:  This  sensitive  project  has  a 
very  clean  simplicity  to  it.  It  seems 
Id  have  a  Ihoughlful  use  of  inlenuil 
spaces  versus  the  external  spaces 
which  is  exciting  and  crucial.  The 
uilriguing  hand  drawings  give  a 
sense  of  the  designer  and  not  just 
of  Ihe  computer.  The  landscaping  is 
very  much  a  pari  of  the  design  and 
is  integral  to  the  idea  behind  the 
building  and  its  reason  for  existing. 
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Unbuilt  Design  Award 


City  of  Miami  Aviation  Terminal  and  Visitors  Center 
Miami,  Florida 


Spillis  Candela  8,  Partners,  Inc. 

Jury:  This  is  a  vary  clear  and 
obvious  building  to  move  around  in. 
There  is  a  very  successful  imagery 
developed  here  vvilh  the  solid  base, 
the  clear  blue  sky  and  the  roof  deck 
area  which  is  synonymous  lo  a 
cloud.  It  allows  you  to  view  the 
skyline  while  hecoinlng  an  rlrnient 
within  the  skline.  It's  sculptural  and 
it  captures  youi  imagination  in  hoih 
the  daytime  and  nighttime. 


Marilys  R.  Nepomechie,  AIA 

Jury:  This  project  deals  quite  well 
with  the  scale  in  a  historic  city.  It 
is  a  very  complex  project  within  a 
very  restrictive  site.  The  interior 
area  becomes  another  street  for 
the  people  inside  to  use.  It  has  both 
an  internal  and  external  relation- 
ship that  works  well  in  a  foreign 
city.  It's  nice  to  see  an  architect 
w^ho  accepts  the  responsibilty  to 
work  within  this  complex  ,  historic 
city,  and  who  finds  a  way  to  add  to 
it.  respond  lo  it,  be  a  |iart  of  it  and 
yet,  be  separate  from  it. 


Piazza  Isolo 
Verona,  Italy 


Sectional  Perspective  through  Piazza  Isolo.  Exhibition  Hall/Library,  underground  shops  and  two  levels  of  parking. 
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The  Florida  Agricultural  Museum 
Flagler  County,  Florida 


1998 

Unbuilt  Design  Award 


A  Manual  on  Conservation  Methodology  for  Historic 
Building  and  Structures 


TBCHO  PLANO  DE  AZO  TEA  SOBRE  MUROS  TRADJCIONALES  DE  MAMPOSTERIA 
TRADITIONAL  FLAT  ROOF  "AZOTEA"  WITH  RUBBLE^MASONRY  WALLS 


Architects  Design  Group,  Inc. 

Jury:  The  slrenglh  or  this  project  is 
that  it  is  such  an  olivious.  simple 
manipulation  or  shapes  that  are  so 
consistent  with  the  purpose  ot  the 
building.  There  is  a  constraint  and 
sophistication  here  that  is  not  seen 
in  many  projects.  The  spine  or  the 
building  is  a  very  contemporary 
piece  and  the  appendages'  strong 
rererences  to  typical  rarm  buildings 
create  a  nice  mix.  The  entire 
building  and  the  movement  through 
the  building  is  very  clear,  simple 
and  direct. 


Beatriz  del  Cueto,  AIA 

Jury;  This  project  is  not  about  a 
building  but  a  methodology  and 
creation  ot  a  bible  as  to  how  to 
really  deal  with  restoration.  Many 
times  people  who  are  involved  in 
restoration  or  preservation  do  not 
understand  or  have  any  knowledge 
of  how  the  hinliiings  were  originally 
created.  This  is  an  absolutely 
wonderrul  opportunity  tor  all  or 
those  who  work  in  Puerto  Rico  to 
have  such  a  rich  resource  ot 
in  lor  mat  ion. 
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1998 

Firm  of  the  year  award 


Arquitectonica: 
From  Hip  to  Blue  Chip 

In  ihe  late  I97()'s  a  brash,  young  Miami  I'irm  liegan  designing  buildings  thai  turned  heads 
and  stretched  the  limits  ol'  modern  architecture.  What  began  as  a  firm  committed  to  a 
more  lively  and  up-to-date  expression  of  modern 
architecture  became  an  internationally  known  and 
respected  corporation  with  signature  buildings  in  more 
than  ten  countries. 


The  flamboyant,  hip  firm  has  grown  up  Arquitectonica,  founded  m 

yl  •Til*  1  Q77     hoc   mQtiiroH   cinH  \/ot 

shows  no  signs  ot  mellowing  out. 


Principcils  Lauriinia  Spear  and 
Bernardo  Fort-Brescia 


1977,  has  matured  and  yet, 

still  maintained  its  exuberance 

for  pur|)oseful  and  lively 
design.  The  flamboyant,  hip  firm  has  grown  up  but 
shows  no  signs  of  mellowing  out.  Today,  principals 
Laurinda  Spear  and  Bernardo  Kort-Brescia  guide  a 
staff  of  over  1 20  architects  with  branch  offices  in 
seven  cities  around  the  world. 

After  Fort-Brescia,  originally  from  Peru,  graduated  from  Harvard's  Graduate  School  of 
Design  in  the  mid-70s,  he  headed  for  a  teaching  assignment  at  the  University  of  Miami. 
Around  the  same  time.  Spear  completed  her  graduate  work  at  Columbia's  School  of 
Architecture  and  Design  and  returned  to  Miami  to  work  on  her  parents'  waterfront  home. 
The  two  met  and  collaborated  on  the  Pink  House,  as  her  parents'  home  became  known.  It 
was  during  this  project  that  they  married. 

Mlantls.  the  most  photographed  of  all  Arquitenonicas  hiiildings  f>'<"ii  the  "Pink  House"  experience.  Arquitectonica 

was  formed.  Spear  and  Fort-Brescia  collaborated 
with  three  other  architects  on  Babylon, 
Arquiteclonica's  first  project.  The  project  began  the 
firm's  transformation  of  Miami's  Brickell  Avenue. 
Then  in  1982.  a  96-unit  condominium  project. 
Atlantis,  sited  on  Brickell  Avenue  brought  the  firm 
national  recognition.  Atlantis,  the  most  photo- 
graphed of  all  Arquitectonica's  buildings,  became  a 
freeze  frame  image  in  the  opening  sequence  of  the 
then-hit  television  series.  Miami  Vice.  The  20-story 
slab  building,  with  its  red  triangle  on  the  roof,  has  a 
distinctive  37-foot  cube  punched  out  of  its  middle. 
The  cube  serves  as  a  "sky  court"  for  building 
residents.  The  court  has  three  elements:  a  whirl- 
pool, a  red  spiral  staircase  and  a  palm  tree.  The 
Atlantis  is  sited  perpendicular  to  the  waterfront  so 
that  it  can  easily  be  seen  from  both  Brickell  Avenue 
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and  nearby  Interstate  95.  This  building,  more 
than  any  other,  calls  attention  to  the  photo- 
graphic nature  of  Arquileclonica's  work. 
Following  the  Atlantis  was  the  Palace  and  then 
the  Imperial,  all  within  the  Brickell  Avenue  area. 
It  was  not  long  before  Arquitectonica  began 
showing  their  muscle  nationally  and  internation- 
ally. The  design  of  the  Center  for  Innovative 
Technology  in  Virginia  and  the  Banco  de  Credito 
in  Peru  cemented  their  place  among  the  nation's 
top  architecture  firms. 

The  firm's  designs  have  won  numerous  awards 
and  have  been  widely  published,  both  nationally 
and  internationally.  Arquitectonica's  work  has 
also  been  exhibited  in  many  major  museums  in  the  United  States. 
Arquitectonica  demonstrates  a  strong  commitment  to  AlA's  Intern  Development  Program. 
At  any  given  time  the  firm  employs  over  45  interns.  They  also  support  a  Summer  Intern- 
ship Program  for  college  students. 

The  firm's  community  involvement  includes  participation  in  the  Aids  Walk  and  Walk 
America  for  the  March  of  Dimes.  In  addition,  Arquitectonica  regularly  contributes  to 
Grove  Outreach,  which  feeds  approximately  500  people  every  week  in  the  West  Coconut 
Grove  area.  The  firm's  principals  and  professional  staff  donate  their  time  and  service  to 
several  community  boards  in  Miami.  Firm  members  are  currently  active  with  the  Miami 
Beach  Design  Review  Board,  the  Dade  County  Infrastructure  Committee,  the  Dade 
County  Art  in  Public  Places  Advisory  Board.  Leadership  Miami  and  the  board  of  directors 
for  the  Miami  Children's  Museum. 

Throughout  its  rise  to  the  status  of  a  multi-national  corporation.  Arquitectonica  has 
maintained  its  commitment  to  excellence  and  innovation.  The  firm  is  known  worldwide 
for  its  ability  to  design  creative  solutions  with  memorable  imagery  and  regional  identity. 
They  are  dedicated  to  the  design  of  buildings  that  meet  functional  requirements  and 
incorporate  state-of-the-art  technology  and  positive  imagery.  Adding  to  their  cutting 
edge  style,  Arquitectonica  has  achieved  "blue-chip"  status  among  the  world's  architec- 
tural firms. 


The  Center  for  Innovative  Technology 
in  Virginia  cemented  the  firm  among 
the  nation's  top  architects 


Jury  comments: 

Arquilectonica  has  set  standards  In 
the  area  of  spirit  and  adventure 
that  have  become  challenges  to 
architects,  both  young  and  old. 
They  have  sustained  a  stance  of 
risk  taking  in  each  of  their  signifi- 
cant projects  built  in  the  last  20 
years.  Their  commitment  to  an 
ideal,  as  well  as  to  the  Greater 
Miami  community  and  to  students 
of  architecture  earns  them  this 
recognition  as  1998  MA  Florida 
firm  of  the  vear. 
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Il  had  all  the  potcniial  to  he  hrilUani.  But  they  just  didn't  quite  get  it. 


Suddenly,  compromises  had  to  he  made.  Rut  not  everywhere.  The  saving  grace 


was  the  windows.  Because  there's  a  kindred  soid  that  shares  your  passion  for 


the     only     thing     SCBflCf 


There's        m 


t    n         see         in         a 


fine  detail.  From  7/8"  TDL,  five  hardivood  interiors,  all  the  way  to  the  only  weather    shield 


vinyl  ivindoiv  you  woidd  ever  specify  ivith  con 


window 


Weather  Shield 

Windows    &  Doors 


fidence.  Unlike  so  many  others. . .  they  get  it 


than    a 


Remember  Lonestar,  Blue  Bond  and  Pennsuco? 
Now  we  have  a  name  that's  set  in  cement 


Uniform  factory-prepared  masonry 
for  white  or  tinted  mortars. 


IVIasonry  cement  for  higher 
flexural  bond. 


High-strength  masonry  cement  for 
concrete  block  construction. 


Exceptionally  uniform  in  whiteness, 
physical  and  chemical  characteristics. 


Perfect  for  all 
general  purposes. 


Generates  heat  at  a  slower 
rate,  resists  sulfate  attack. 


36  29  KG    NET  WT 


TARMAC  AMERICA  INC. 
MEDIEV    FL    33178 


94  LBS  /43  KG    NET  WT 


TARMAC  AMERICA  INC, 
MEDLEY,  FL,  33178 


On  this  page  are  the  eight 
best  reasons  why  we  changed 
our  name  to  Tarmac.  And  they 
all  add  up  to  quality.  You've 
known  us  for  quality  in  the  past 
and  we  are  committed  to  offer- 
ing the  best  cement  products 
in  the  future. That's  why  we 
boast  the  Tarmac  name  and 
international  reputation  for 
quality.  We're  confident  you'll 
be  as  pleased  as  we  are  to  be 
part  of  something  so  solid. 


Easy  to  use,  provides  excellent 
bond  and  resists  cracking. 


Improves  workability  and 
pumpability. 


Tarmac 


iP 


For  technical  information:  1  800-458-4250  •  fax  305-364-2288  •  www.tarmacamerica.com 


Impact-resistant  glass 

Designs  with  added  impact. 


Clad  sliding  and  outswing  French  Manor  doors.  Clad  casements,  awnings  and  fixed 
picture  units.  Round  tops,  arches  and  trapezoids.  And  all  without  shutters.  The  same 
Caradco  windows  and  doors  you  spec  for  beauty  and  design  flexibility  are  now  available 
with  a  special  impact-resistant  glass  that  will  meet  South  Florida  impact  requirements. 

Durability,  performance,  and  a  range  of  sizes,  styles  and  color  options  add  up  to 
thousands  of  possible  combinations.  And  now,  impact-resistant  glaSS.  For  more 
information,  call  800-238-1866,  Ext.  FLA  or  your  nearest  Caradco  distributor. 


Caradco  Florida  Distributors: 

Casselberry  (Orlando)  Solar-Tlte,  Inc.  407-834-2718 

Deerfield  Beach  (Ft.  Lauderdale)  S&P  Architectural  Products,  Inc.  954-480-8959 

Ft.  Lauderdale  Window  Professionals  954-772-1770 

Ft.  Myers  Florida  Wood  Windows  &  Doors,  Inc.  941-437-6166 

Jupiter  Window  Professionals  561-745-6122 

Miami  Window  Professionals  305-669-4484 

Miami  S&P  Architectural  Products,  Inc.  305-596-2699 

Ocala  Manning  Building  Supplies  352-622-8175 


Caradco. 


Pan  ot  me  JELD-WEN=  lamily 

Windows  for  tomorrow. 
Since  18667' 

201  Evans  Road,  Rantoul,  Illinois  61866 
800.238.1866,  Ext.  FLA   www.caradco.com 
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Award  of  honor  for  Design 


The  Award  of  Honor  for  Design  is  given  to  an  individual  for  exceptional 
achievement  throughout  one's  career.  This  year  AIA  Florida  presented  two 
awards  in  this  category. 


Charles  Harrison  Pawley,  FAIA 
Award  of  Honor  for  Design 


In  his  35  years  of  practice.  25  witli  his  own 
I'irm.  Charles  Harrison  Pawley  has  received 
numerous  awards  for  excellence  in  design. 
Charles  believes  it  is  the  architect's  respon- 
sibility and  privilege  to  develop  architectural 
solulidHs  where  each  has  its  own  singular, 
creative  quality.  He  maintains  that  space 
should  elicit  an  emotional  response  from 
those  who  enter  it.  For  his  body  of  work  and 
his  consistency  in  creating  beautiful  archi- 
tectural solutions.  Charles  Harrison  Pawley 
is  recognized  with  an  Award  of  Honor  for 
Design. 


Guy  W.  Peterson,  AIA 
Award  of  Honor  for  Design 


Guy  Peterson  is  President  of  Johnson/ 
Peterson  Architects  and  is  the  partner  in 
charge  of  the  Sarasota  office.  A  modernist  in 
his  approach,  the  language  of  his  architec- 
ture is  honesty  and  simplicity.  His  work 
clearly  shows  his  sensitivity  to  order.  Guy 
recognizes  the  importance  and  responsibil- 
ity of  his  work.  This,  along  with  his  passion 
for  excellence,  has  caused  him  to  be 
recognized  with  this  Award  of  Honor  for 
Design, 
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Honor  Award  for  Planning/Urban  Design 

Sacred  Heart  University  Master  Plan 

Santurce,  PR  (unbuilt)  •  Thomas  Marvel,  AIA  &  Associates 


^/T-; 


Honorable  Mention 

"La  Caligrafia  Urbana  del  Callejon,"  a  study  of 
the  urban  alley  in  Puerto  Rico 
Carlos  Camacho,  MAS 


1998  PUERTO  RICO 
HONOR  AWARDS 


Honor  Award  for  Historic  Preservation 

Casa  Roses-Artau  Restoration 
Arecibo,  PR  (unbuilt)  •  Rigau  Penabad  Architects 


Honorable  Mention 


Architectural/Historical  documentation 

Cosa  Fernandez-Gorzot  •  Naguabo,  PR 

Arturo  Lugo,  Omar  Rodriguez,  Mariela  Febles,  William 

Fernandez,  Nancy  Alemany,  Fabian  Morales,  Jose  Delgado, 

Jean  Baez,  Luis  Rubles,  David  Rodriguez,  Luis  Maldonado  and 

Marcelo  Lopez,  AIAS. 


Honor  Award  for  New  Construction 

Las  400  Elementary  School 

Canovanas,  PR  (unouilt)  •  Manuel  DeLemos,  AIA  Architects 

Also  Ilnnnrcd : 


Hotel  Flamenco  Beach 
Culebra,  PR  (unbuilt) 
Erwin  Rodriguez  &  Associates 


(photo  unavailable) 


Honor  Award  for  New  Construction 

PR  Chamber  of  Commerce  Building  Additions 
Old  San  Juan,  PR  (unbuilt)  •  Manuel  DeLemos,  AIA  Architects 


Honorable  Mentions 

Cuortel  Del  Este  •  Fajardo,  PR 
Manuel  Bermudez,  AIA 


(unbuilt) 


Cooperativa  Gasolinera  Cayeyana 
Cayey,  PR  (built) 
Andres  Mignucci,  AIA 


^''f '  H  t  H^Bni^^Bi 

The  AIA  Puerto  Rico  celebrated  its 
annual  Honor  Awards  events  at  the 
exhibit  area  of  Santurce's  re- 
nowned Centro  Europa  building. 
The  activity  was  open  to  built  and 
unbuilt  projects  as  well  as  to  local 
architecture  students.  Thirty-eight 
projects  were  submitted,  repre- 
senting some  twenty  firms  and 
individuals,  including  submittals 
from  the  new  Polytechnic  Univer- 
sity School  of  Architecture  AIAS 
students. 

The  jury  included  internationally 
acclaimed  architects  Bernardo 
Fort-Brescia,  partner  at  the  Miami 
based  firm.  Arquitectonica:  Carlos 
Jimenez,  founder  of  the  Houston, 
firm.  Carlos  Jimenez  Studio:  Lloyd 
Bray,  partner  at  the  Atlanta  firm 
Scogin.  Elam  &  Bray:  and  German 
Samper,  founder  of  G..X.  Samper 
from  Bogota.  Columbia. 
Citing  great  quality  of  design  and 
presentation  in  most  submissions, 
the  jury  conferred  five  Honor 
Awards  and  four  Honorable 
mentions  in  throe  categories. 
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Names  and  Faces 


Immediate  Past  President  John  Cochran,  AIA,  and  President  Roy  Knight,  FAIA, 
emceed  ttie  onnual  awards 


Roy  Knight,  FAIA,  presents  a  prestigious  25-yeGr  Test  of  Time  Award  to 
Mrs.  H.  Dean  Rowe  and  Mr.  Rick  Rowe,  AIA,  for  the  Music  Building  at  the 

University  of  florido 


Roy  Knight,  FAIA,  presents  an  Award  for  Excellence  in  Design  to  Peter 
tfepner,  AIA  and  Debbie  Hepner  for  the  Triplett  Herander  residence 


\IA  Flonda's  Photographer  of  the  Year  Thomas 

Delbeck  and  his  wife  Fatima  celebrate  at  the 

awards  reception 


Roy  Knight,  FAIA,  greets  Ivan  Johnson,  AIA  who  is  honored  with  a 
President's  Award  citation 


Roy  Knight,  FAIA,  Shidey  Thome  and  Karl  Thome,  FAIA  celebrate  Kod's  selection  as 
recipient  of  the  Anthony  Pullam  Individual  Memohol  Award  for  service  to  the  profession. 
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ScHiRMER  Engineering  Corporation 

Fire  Protection  Engineering  A  Code  Consulting  A  Loss  Control  A  Security  Systems  Design 

ENGINEERING  SERVICES  FOR: 

•  Comprehensive  Fire  Protection  /  Life  Safety  Analysis 

•  Performance  Based  Approacfies  to  the  Building  Code 

•  Computer  Fire  Modeling  &  Timed  Egress  Analysis 

•  Code  Equivalencies  for  Your  Innovative  Designs 

•  Development  of  Fire/Life  Safety  Programs 

•  Smoke  Control  System  Design  Criteria  &  Consulting 

•  Fire  Alarm  &  Sprinkler  Systems  Design 

•  Technical  Design  Reviews  for  Code  Compliance 

•  Tailored  Approaches  for  Appropriate  Protection 

•  Security  System  Design  for  all  types  of  Buildings 

•  Negotiations  with  Authorities  Having  Jurisdiction 

•  Due  Diligence,  Property  &  Casualty  Facility  Audits 

Contact;    Ms.  Sarah  Maman,  RE. 

Schirmer  Engineering  Corporation 

16375  NE  18th  Avenue,  Suite  323 
North  Miami  Beach,  FL  33162^700 

Voice  (305)  949-8858 

Fax  (305)  949-3673 

E-Mail  SchirmerFL@aol.com 


The  Best  of 

CADD 


COMPUTER  GRvVPHICS  &  ANIMATION 

SOFTWARE: 

Autodesk  /  Softdcsk 

IJeiitlev 

Archibus 

Lightscape 

Kinnetix 

HARDWARE: 
Hewlett  Packard 

Intergraph 

Digital  •  Compaq 

NEC 

Calcomp 

OCE-Vidar 


Digital  Drafting  Systems  Inc. 

1110  Ponce  Dc  Leon  Blvd.,  Coral  Gables,  FL 

305-445-6480 

U  Autodesk  Fax  305-445-6526 

E-Mail:  Sales@ddscad.com 


THE   smart  ANSWER   TO   YOUR 
DECORATIVE   SURFACING   QUESTIONS: 

Wilsonart  International.  The  Smart  Source* 


No  matter  what  kind  of  surfacing  product  you  need 
and  no  matter  what  the  budget,  Wilsonart 
International  is  the  source  for  you. 
The  Smart  Source",  to  he  exact.  That's  because  we 
offer  choices.  ■  Take  Wilsonart'  Laminate,  \or 
instance,  with  over  250  colors  and  designs.  Tlien 
there's  the  revolutionary,  acrylic  1/8-inch  thick 
Wilsonart"  SSV      Solid  Surfacing,  which  gives  you 
the  lavish  look  of  solid  surfacing  but  at  a  more 
mtxJerate  price.  Of  cciurse,  for  those  who  are  kxiking 
for  pure  luxury,  there's  always  our  1/2-inch  thick 
Wilsonart"  Gibraltar*  Solid  Surfacing.  Not  to  mentit>n 
another  new  and  exciting  pnxiiict,  the  beautiful, 
durable  Wilsonart'  Fkx>ring.   ■   But  that's  just  a 
sampling  o(  the  full  range  of  products  we  have  at  your 
disposal.  Call  Teresa  Finch  (Central  and  North  E;ist 
Florida  area),  or  Skip  Edwards  (South  Florida  area)  at 
800-432.6057  for  literature,  samples  and 
information.  Or  visit  us  on  the  World  Wide 
Web  at:  www.wilsonart.com. 


WILSONART 
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In  these  days  of  cost-cutting,  customer  service 
seems  to  have  taken  a  back  seat  to  corporate  profit. 
But  ASl  is  different.  After  nearly  35  years  in 
business,  we've  grown  into  one  of  the  South's 
BLUminUIT^ERVICE  IIT       ^'"'^''s'  building  products  distributors.  And  we've 
built  that  growth  on  going  out  of  our  way  to 
provide  customers  xoith  the  best  service  possible. 
Here  are  just  a  few  examples: 

Inventory: 

(.Ine  of  the  widest  selections  of  low  maintenance 
products  in  a  depth  of  colors  and  styles. 

Delivery: 

Usually  within  24  hours. 

Assistance: 

Technical  support  in  installation  and  production 
selection,  and  marketing  assistance  in  helping 
customers  develop  more  business. 
If  you're  looking  for  a  building  products  distributor 
that  has  the  service  your  business  needs,  then  come 
to  the  distributor  who  has  built  its  reputation  on 
service  .  .  .  Aluminum  Service  Inc. 

14  Locations  Throughout  the  South  Specialty 
Products  Include: 

•  Siding  •  Railings  •  Roofing 

•  Soffit  •  Hurricane  Panels        •  Gutters 

•  Shutters  •  Windows  •  Extrusions 

•  Insulation  •  Sheet  Goods 


ALUMINUM  SERVICE,  INC. 

"Service  Is  Our  tvliddle  Name" 

1-800-282-6624 

tittp://www-aserv.com 


Annual  Convention  A  Success^ 


A  I'ecunI  numhor  of  rc^^istryiils  (4(K)+|  atti'iidcd  ihc  \l/ 
Florida  Annual  Conwnlion  in  August  at  Ihc  Boca  Raton' 
resort  and  Club  in  Boca  Raton,  Florida.  Attendees  were 
enticed  by  a  wide  selection  of  continuing  education 
opportunities  and  networking  sessions.  The  opening 
session  was  punctuated  by  a  thoughtful  discussion 
liclwccn  ihe  two  keynote  speakers,  Robert  Campbell,  AlA, 
and  James  Howard  Kunstler. 

I'opular  continuing  education  classes  included  FACABC/ 
ADA  Update  led  by  Larry  Schneider,  AlA,  Quality  Control 
and  Assurance  presented  by  William  G.  Charvat,  AlA,  and 
Legislative  and  Regulatory  Update  with  Michael  Huey, 
Esquire  and  AlA  Florida's  EVP  Scott  Shalley. 
The  IVade  Show  Extravaganza,  in  a  new  one-evening 
setup,  drew  record  crowds  and  many  local  architects  and 
design  professionals.  Vendors  sponsored  mini-continuing 
education  courses  and  giveaways  in  a  Tex-lVle.x  party  like 
setting.  Among  the  prizes  presented  was  a  gas  grill  from 
AlA  Florida's  Premium  Gold  Sponsor,  The  Florida  Natural 
Gas  Association.  The  lucky  winners  were  Keith  and 
Debbie  Bailey. 

Convention  attendees  took  advantage  of  the  architectur- 
ally significant  venue  by  participating  in  a  tour  of  the 
architecture  of  Addison  Mizner.  Other  popular  events 
included  the  Architects  al  Home  parties  sponsored  by  the 
Palm  Beach  Chapter,  the  golf  tournament  and  the 
President's  Welcome  Reception. 


Powley  Presented  with 
Gold  Medal 


Charles  Harrison  Pawley,  FAIA, 
was  honored  at  this  year's 
Annual  Gonvenlion  with  the 
highest  award  AlA  Florida  can 
bestow  on  one  of  Its  members.  The  Gold  Medal  is  re- 
served for  an  individual  architect  who  has  distinguished 
himself  in  a  manner  resulting  in  a  profound  impact  over 
an  extended  period  of  time. 

AlA  President  Roy  Knight  cited  Pawley's  commitment  to 
seeking  an  individual  and  unique  design  solution  for  each 
project.  Pawley's  career  spans  more  than  35  years.  He 
believes  architectural  design  should  be  a  rational  process 
without  excluding  the  emotional  component  necessarily 
found  in  good  design.  Pawley  was  also  recognized  for  his 
commitment  to  the  historic  preservation  of  his  commu- 
nity. On  the  same  evening,  Pawley  was  presented  with  an 
Award  of  Honor  for  Design  for  his  body  of  work. 


AlA  Florida  Honors 
Members 

The  AlA  Florida  Annual  Awards 
Presentation  and  Dinner  was  hold  on 
August  15  in  conjunction  with  the  Al,\ 
Annual  Convention.  A  record  crowd 
filled  the  ballroom  of  the  spectacular, 
newly  renovated  Mizner  Center  at  the 
Boca  Raton  Resort.  AlA  President  Roy 
Knight,  FAIA  emceed  the  event  w  ith 
immediate  Past  President  John 
Cochran,  AlA. 

cont.  on  page  42 


Enjoying  convenlion  festivities  are  Cindy  and  Antonio  Sanchez. 
Jackie  McNicholas.  AlA  and  Tim  McNicholas.  AlA. 
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TmHi'eniiiWUIfalcd  KHe  celMTatJon  Awj^tecture 
and  ai'cliitccls.  culminated  with  the  presentation  of  the 
Gold  Medal  to  Charles  Harrison  Pawley.  FAIA.  (see 
relalcd  story) 

This  year  the  Awards  Committee  felt  there  were  two 
individuals  deserving  of  an  Award  of  Honor  for  Design. 
Both  Charles  Harrison  Pawley,  FAIA,  and  Guy  Peterson, 
AIA  were  honored  with  this  prestigious  award.  The  Award 
of  Honor  for  Design  is  given  to  an  individual  for  excep- 
tional achievement  throughout  one's  career. 
Recognized  with  the  Anthony  Pullara  Individual  Award  for 
an  individual  who  demonstrates  a  dedication  to  the 
profession  of  architecture  was  Karl  Thorne,  FAIA.  The 
Gainesville  chapter  nominated  Thorne  for  the  honor  citing 
his  commilmenl  to  the  professioq  and  to  young  architects. 
Karl  teaches  and  practices  architecture  in  Gainesville  and 
has  been  on  faculty  at  the  University  of  Florida  since 
1978. 

Three  Bronze  Medals  were  presented  to  top  students  from 
Florida's  universities.  Recognized  for  excellence  in  their 

academic  pro- 
grams and 
involvement  in 
extracurricular 
activities  were 
Erinne  Steinert, 
from  Florida 
Agricultural  and 
Mechanical 

University,  Karia  McPherson  from  the  University  of  Miami 
and  Ro.xanne  Keener  from  the  University  of  Florida. 
Awards  were  also  presented  to  the  design  category 
winners  featured  in  this  issue. 
At  the  close  of  the  evening's  program.  President  Roy 
Knight  recognized  three  individuals  for  their  extraordi- 
nary level  of  volunteerism  and  service  among  the  mem- 
bership. He  presented  President's  Awards  to  Wayne 
Drummond,  FAIA,  Ivan  Johnson,  AIA  and  Dan  Williams, 
FAIA. 


(I  to  r)  Bob  Coine  of  Tilden  Lobnitz  Cooper,  bis  wife,  ting;  Junie  ond 
Roney  Mateu,  AIA;  Sondto  Moote  ond  John  Ehrig,  FAIA  enjoy  the 
awards  reception. 


Bronze  Medal  winners,  (I  to  r)  Erinne  Steinert,  Koria  McPherson  and 
Roxanne  Keener 


Foundation  Elects  New  Officers 

The  Florida  Foundation  for  Architecture  elected  new 
officers  for  1 999  at  their  annual  meeting  August  1 5.  They 
are:  President  Andrea  Clark  Brown,  AIA;  Vice  President 
Bal  Balanzategui,  Secretary  Vivian  Salaga,  AIA;  and 
Treasurer  Tom  Hammer.  AIA. 

The  Foundation  officers  nominated  the  following  individu- 
als to  be  Trustees  pending  approval  of  the  AIA  Florida 
Board  of  Directors:  Henry  Alexander,  FAIA;  Mark  Smith, 
AIA;  John  Barley,  FAIA;  Bill  Chapin,  FAIA;  John  Cochran, 
AIA;  and  Peter  Hepner,  AIA. 

Allied  Professions  Recognized 
for  their  Work 

A  number  of  honor  awards  were  presented  to  allied 
professionals.  The  Architectural  Photographer  of  the  Year 
award,  given  every  year  to  recognize  superior  quality  and 
originality  in  architectural  photography,  was  presented  to 
Thomas  Delbeck.  This  year's  recipient  of  the  Outstanding 
Builder  of  the  Year  award  was  Albritton  Williams  Incorpo- 
rated of  Tallahassee,  nominated  by  Ivan  Johnson  of 
Johnson  Peterson  Architects  for  their  work  on  the  Capital 
Health  Plan  facility  in  Tallahassee.  The  Mellen  C.  Greeley 
Craftsman  of  the  Year  Awaixl,  honoring  an  individual  or 
company  that  strives  for  excellence  in  the  pursuit  of  their 
craft,  was  presented  to  Mill  Rite  Woodworking.  Mil  Rite 
was  nominated  by  O'Keefe  Architects  for  their  work  on 
the  McKeen  Towers  in  West  Palm  Beach. 
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WINDOWS 

CURTAIN  WALLS 

ENTRANCES 

STOREFRONTS 

Some  products  Dade  County  certified 
for  large  and  small  missle  inpact  tests. 


Contact  your  local  representative 
for  EFCO  products. 


Bassett  & 
Company,  Inc. 

2145  Northeast  Second  Street 
Ocala,  Florida  34470 

(352)  867-1185 
Fax  (352)  867-1193 


iS5 

■EDD 

DDHI 
DDDD 


JODAN 


12360  ee"-  Street  North,  Suite  VI 
Largo,  Florida  33773 

(813)  531-4762 
Fax (813)  531-7854 


http://www.efcocorp.com 


A  Staff  Agency  for 
Design  Professionals 

•  Architects 

•  Engineers 

•  Planners 

•  Interior  Designers 


AkchiPko  Staff  Ac.ency 

235  I.iNtdi.N  Road  Siitu  21«  Miami  lii  Am,  IL   J113') 

Fon:  305  532-5722   Fax:  305  532-5075 

Win:   vvu'W.AUciiii'Uo.niM 


DAVE  THOMSON 

General  Manager 

BuildersSpecialties 

manufacturers  representative 

Builders  Specialties,  Inc. 
665  S.E.  10th  Street 
Suite  #104 

Deerfield  Beacti,  FL  33441 
Internet:  www.bsisales.com 
E-mail:  dttiomson@c_sgroup.com 
A  Member  of  the  C/S  Group     P  954-725-8882    F  954-725-8884 


Leaking  Heating/Air  Conditioning  Ducts  Waste 
10  Billion  Dollars  Worth  of  Energy  Each  Year! 


RCD  #6  Mastic 


RCD  #8  Mastic 


RCD  #9  Mastic         RCD  PS  •  1  Mastic 


These  four  RCD  Mastics  are  (Ul)  Listed  to  UL-181A-M  and  UL-181B-M 
and  will  help  you  reduce  this  waste  of  energy. 


For  More 
Information 


RCD 


Corporation 


Call 
800-854-7494 


7 
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Mortarless  BlokUp 


Choose  from  full-frame  extruded  ai 
...curved  wall  system. ..or  anchcr-cl 
genuine  WECK"'  glass  block. 

•  Easy  assembly  without  mortar 

•  Predictable  finished  quality  with 
real  WECK  glass  block 

•  Faster  installation  means  lower 
installed  cost 


uminum  system  for  walls  or  windows 
ip  system  that  requires  no  frame.  For 

•  Reinforcing  metal  beams  for  strength 

•  ,3  ways  weathertight:  silicone 
inside,  front  and  rear  seals 

•  Optional  thermal  break  and  sill 
drain  systems 


GLASS  MASONRY,  INC. 

5000  Oakes  Rd.,  Suite  F  •  Ft.  Lauderdale,  FL  33314 
CALL  1  -800-940-4527 


TROPIC  TOP  " 

ARTIFICIAL  THATCH 


At  last,  the  demand  has  been  met  for  a  thatch  that  is  virtually 
indestructible.  Tropic  Top™,  a  lightweight  metal  shingle, 
colorfast,  100%  fireproof,  installs  as  easily  as  ordinary  roof 
shingles,  and  has  the  appearance  of  natural  thatch  without  any  of 
the  disadvantages. 

It  is  cost  effective  because  you  will  never  have  to  replace  it. 

We  are  able  to  help  with  design  and  installation  requirements  for 
your  particular  roofing  application. 

2028-3  EASTBOURNE  WAY,  ORLANDO,  FL  32812 
407/273-0069  FAX  407/273-0069 


DON'T  BE  A  PRISONER  OF  THE  PAST  PERCEPTIONS-LET 

ME  HELP  YOU  DESIGN  A  PROFESSIONAL  LIABILITY 

PROGRAM  THAT  MEETS  ALL  YOUR  NEEDS 


OTHER  COVERAGES  AVAILABLE 

Pollution  Professional  Liability 
Design/Build  Professional  Liability 
Contractor's  Design/Build  Professional  Liability 
Project  Insurance 

Joint  Venture/Equity  Interest  Coverage 
Increased  Limits  for  Specific  Projects 

INCLUDING  THE  FOLLOWING 
VALUE  ADDED  SERVICES 

Risk  Management  Including 
Contract  Review/Administration 
Loss  Prevention  Techniques 


W.  ilkabe  Collmsluortl) 

CPCU,ARM,AIM,AAI 
Collinsworth,  Alter,  Nielson,  Fowler  &  Dowling,  Inc. 

5979  N  W  151st  Street  (PO  Box  9315),  Suite  105.  Miami  Lakes,  FL  33014 

305-822-7800      954-463-8601      305-362-2443 

(Phone)        (Broward)         (Fax) 

State  Wide  Watts  -1-800-822-9303 

The  only  a/e  ProNet  member  in  Florida 


For  the  Finest  in  QuaKty 

Roofing  Tiles  and  Slate,  Make  your 

next  project  a  Masterpiece! 


^-<S^- 

M  A  STERP  I E  CE 

t 

TILE    COMPANY    INCORPORATED 

800-830-TILE 

2080  Northwest  79tli  Ave.,  Miami,  Florida  33126 

305-594-4224  tel  •  305-594-4551  fax 

kttp  ://www  .masterpiece  tile -com 


Specializing 

in  historic  and 

custom  residential 

applications.  ■ ^ 
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Architectural  Coatings 

DiiKiii  rdiiils  \  WjllciAcriiifiS  (44-21)  ...  IBC 

Architectural  Illustrations 

Ccnesis  Sludios.  Inc.  (44-24) 1 

Architectural  Rendering 

Geiu'sis  Sliulios.  Inc.  (44-24) 1 

Artificial  Thatched  Roofs 

Tropic  Top  (44-39)  44 

Autocad  Software 

C,.\DD  Cenlers  of  Florida  (44-14) 46 

Building  Materials 

\liiminum  Ser\ice.  Inc.  (44-10) 40 

CSRRinker  (44-18) 4,-5 

Triis  Joist  MacMillan  (44-40) 6 

CAOD  Services 

C ADD  Ccnlcrs  of  Florida  (44- 1 4) 46 

Cement 

Tarmac  (44-36) 34 

Computer  Aided  Design  &  Drafting/Hardware 

DDS/Down  loEarlliTcclnK)li)«irs(44-ll)) ..  3U 

Computer  Aided  Design  &  Drafting/Softwore 

DDS/Down  lo  Farlli  Technoloiiics  (44-19) ..  39 

Concrete 

VTons  Florida  (44-43) OBC 

Construction  Management 

Crcalne  Conlractors.  Inc.  (44-17) 48 

Construction  Materials 

DuPoni  SenlryGlas  (44-20) 9 

Consultants/Architectural  Rendering 

(Icnesis  Stndio'i,  lur,  (11-2  1) 1 

Consulting  Engineers 

Schii  incr  Kn;;inciM  in;.;  Cori).  (44-33) 39 

Consulting-All  Window  &  Door  Needs 

\riinlrilnral  W  nidnws  \  cahnirls 

(44-12) 32-33.47 

IIKS  Inc.  (44-12) 32-33,47 

,\or-Dcc  Inlcrnational  (44-12) 32-33.  47 


Consulting-All  Window  &  Door  Needs,  cont. 

I'aliiiCiK  Millwork  (44-12) 32-33.47 

S&P.^rctiltecturalProducts(44-l2)  ..  32-33.47 

S&S  Craftsmen.  Inc.  (44-12) 32-33.  47 

Smyth  LnmherCo.  (44-12) 32-33.47 

Weather  Shield  (44- 1 2).- 32-33.47 

Consulting/Windows 

;\rchilcclural  Wnidows  cSl  Cabinets 

(44-12) 32-33.47 

HBS  Inc.  (44-12) 32-33.47 

\or-Dec  International  (44-12) 32-33.  47 

Palm  City  Millwork  (44-12) 32-33.47 

S&P  .Architectural  Products  (44- 1 2)  ..  32-33.47 

S&S  Craftsmen.  Inc.  (44-12) 32-33.  47 

Smyth  LnmherCo.  (44-12) 32-33.47 

Wealher  Shield  (44-12) 32-33.47 
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Curtain  Walls 

KFCUCurp.  (44-22) 43 

Curtainwall  Applications 

Specilied  Airhileclnral  Syslems  (44-35)  ....8 

Decorative  Surfacing 

Wilsonarl  Inlcrnational  (44-41) 39 

Doors  &  Windows 

Window  Classics  Corp.  (44-42) 45 

Doors-Aluminum 

Traco/Secunty  Windows  (44-38) 10 

Duct  Work  Accessories 

RCDCorii.  (44-30) 43 


O'DONNELL  NACCARATO  &  MIGNOGNA,  INC. 


STRUCTURAL  ENGINEERS 
AND  SPECIAL  INSPECTORS 

OVER  40  YEARS  OF  EXPERIENCE 
IN  THE  CONSTRUCTION  INDUSTRY 

SPECIALIZING  IN  THE  DESIGN  OF  PUBLIC 
AND  PRIVATE  SECTOR  PROJECTS 


1665  PALM  BEACH  LAKES  BOULEVARD  WILLIAM  C.  MIGNOGNA,  P.E 

FORUM  III    SUITE  800  PRESIDENT 

WEST  PALM  BEACH,  FLORIDA  33401  (561 )  471  -51 66  FAX:  (561 )  471  -0442 


MARVIN  V 


WINDOWS  &  DOORS 


'SSb^ 


L   \l/     /    /<   ly 


Window  Classics  supplies  beautiful,  low  maintenance  wood 
windows  and  doors  from  Marvin  to  Florida  and  the  Caribbean. 

Window  Classics  Corp. 


HOLLYWOOD 

Pti.  954/966-1148 
Fax  954/983-7724 

LONGWOOD 

Ph.  407/332-1352 
Fax  407/332-1353 


MIAMI 

Phi.  305/266-9800 
Fax  305/267-8197 

BONITA  SPRINGS 

Pli.  941/498-9141 
Fax  941/498-9142 


W.  PALM  BEACH 

Ph.  561/659-0600 
Fax  561/659-1555 

TAMPA 

Ph.  813/915-1414 
Fax  813/933-0015 
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Energy  Technology 

l''l(iriil<i  XiiliHiil  (ills  Ass()ci;ili()ii  I4-1-2;'!)..  IP'C 

Engineered  Lumber 

linsJnisi  \ljr\lilkin  H-l-UII 6 

Fire  Protection  Engineers 

Siiiii'iiuT  Kiif^iiit'enns  (lorp.  (44-33) 39 

Framing  HarcJware 

Hughes  Mcinulacturing,  inc.  (44-27) 6 

General  Contractors 

Ci'eali\e  Cunlraclors.  Inc.  (44-17) 48 

Gibraltar  Solid  Surfacing 

Wilsdnai'l  Inlernalional  (44-41) 39 


CADD 

CUfTVa  OF  FLORIDA 


CADD  Centers  of  Florida 

is  now  an  AIA  Authorized 

Training  Facility.  Leam 

AutoCAD,  MicroStation, 

AutoCAD  Map, 

Softdesk  Architectural, 

3D  Studio  MAX,  VIZ,  or 

Autodesk's  newest  package, 

Architectural  Desktop  and 

receive  AIA  Learning  Units. 

For  more  information  call 

1-800-222-4889  or  visit 

www.caddfla.com 


Glass  Blocks 

Class  Masonry  (44-25) 44 

Handrails/Corner  Guards/Exposed  Joint  Covers 

KniMcrs  S|icciallU's  (44-13)  43 

High  Wind  Connectors 

lluylics  ManiilacUiring.  Inc.  (44-27) 6 

HVAC 

Florida  Natural  Gas  Associalion 
(44-23) IFC 

HVAC  Adhesives  &  Sealants 

kCiO  Curp.  (44-3U) 43 

Impact  Resistant  Glass 

Caradco  (44-iri)  35 

Insurance 

Coliinsworth.  Alter.  Nielson,  Fowler  & 
Dowlinelnc.  (44-16) 44 

Seillin  Risl<  Managemenl  &  insurance 
(44-34) 2 

Snncoast  Insurance  Associates.  Inc. 
(44-34) 2 

Laminate  Flooring 

Wiisonarl  inlcrnationai  (44-41) 39 

Landscaping 

Kullgcr-SivilT  (44-32) 46 

Louvers  &  Grilles-Decorative 

Builders  Specialties  (44-13) 43 

Lumber 

Trus  Joist  MacMillan  (44-40) 6 


Masonry  Cement 

Tai  iiiae  ( -14-3{'.) 34 

Merc  Adhesives  &  Sealants 

I^CI)  Corp.  (44-30) 43 

Metal  Roofing 

Aluminum  Service.  Inc.  (44-10) 40 

Miscellaneous  Specialty  Items 

Builders  Specialties  (44-13) 43 

Natural  Gas 

Florida  Natural  Gas  Association  (44-23)..  IFC 

Paints-Interior  &  Exterior 

Duron  Paints  lS;  Wallcoverings  (44-21) ...  IBC 

Professional  Liability 

Collinswortti,  Alter.  Nielson.  Fow  ler  & 
Dowling  Inc.  (44-16) 44 

Seitlin  Risk  Management  &  Insurance 
(44-34) 2 

Suncoast  Insurance  Associates.  Inc. 
(44-34) 2 

Project  Management 

UUoiinell  Naecarato  &  Mignogna.  Inc. 
(44-29) 45 

Roof-Tile 

Maslerineee  Tile  Co.  (44-28) 44 

Roofs/Artificial  Thatch 

Tropic  Top  (44-39)  44 

Skylights 

Specified  Architectural  Systems  (44-35)  ....8 


I'lmJIl'liMiH 


Gulf  Tile  Distnbutors  of  Fla.,  Inc. 

2318  W.  Columbus  Dnve 

Tampa,  FL  33607 

1-800-995-1072 

Fax  (813)  258-0366 


Brandon  •  Largo  •  Oldsmar  •  Port  Richey  •  Spnng  Hill  •  Bradenton 


Ruttger  /  Skiff  Associates,  Inc. 

Landscape  Design  •  Installation  •  Consulting 

1401  N.E.  5th  Ct. 
Ft.  Lauderdale,  FL  33301 

(954)  527-5878 
Fax  527-0136 
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Airhil'mSUilTAynicy.  Inc.  (4-1-1  1) 43 

Store  Fronts 

KFCDCdi'li.  144-22) 43 

Storm  Protection-Windows  &  Doors 

Ti';ic(i/St'CLinl\  Windows  (44-38) 10 

Structural  Builders  Hardware 

llii^^lu's  Mcinul'ciclurinK.  Inc.  (44-27) fi 

Structural  Engineering 

DDonnell  Naccarato  &  Mignogna.  Inc. 
(44-29) 45 

Textural  Wall  Systems 

Tassii  Walirmt'i-nig  (44-37) 48 

Tile 

Gulf-Tile  Distributors  (44-26) 46 

Training/CADD 

DDS/Down  to  Earth  Technologies  (44-19)  ..39 

Wallcovering 

Tasso  Wallcovering  (44-37) 48 

Windows 

EFCOCorp.  (44-22) 43 

Windows  &  Doors 

Archileclural  W  inflows  &  CalMnets 

(44-12) 32-33,47 

Caracico  (44-1 J)  33 

HBS  Inc.  (44-12) 32-33.47 

Nor-Dec  Internalional  (44-12) 32-33.  47 

Palm  City  Millwork  (44-1 2) 32-33,  47 

Rickelson  Sash  &  Door  Co..  Inc. 

(44-31) 39 

S&PArchitectural  Products  (44-12)  ..  32-33,47 

S&S  Craltsmen,  Inc.  (44-12) 32-33,  47 

Sm\lh  LuniberCo.  (44-12) 32-33.47 

Weather  Shield  (44-12) 32-33.47 

Wnidow  Classics  Corp.  (44-42) 45 

Windows-Aluminum 

Tracd/Secnrnx  Wnidnws  (44-38) 10 

Wood  Windows  &  Doors 

k'li'ketsiin  Sash  \  Door  Co..  Inc. 
(44-31) 39 
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WEATHER  SHIELD  DEALERS 
SEE  OUR  2  PAGE  AD  ON  32  &  33 


Architectural  Window  &  Door 

Ft.  Myers,  Florida  •  941/768-1173 


Architectural  Windows  and  Cabinets 

Jacksorwille,  Florida  •  904/725-8495 
St.  Augustine,  Amelia  Island  &  Panhandle  •  800/320-1312 


HBS  Inc. 

Vero  Beach,  Florida  •  561/567-7461 
Palm  Beach  County,  Florida  •  561/748-1090 


NOR-DEC  International 

Miami,  Florida  •  305/591-8050 

San  Juan,  Puerto  Rico  •  787/722-5425 

Santo  Domingo,  Dominican  Republic  •  809/697-4251 

Dominican  Republic  Showroom  •  809/227-7882 


Palm  City  Millwork 

Palm  City,  Florida  •  561/288-7086 
West  Palm  Beach,  Florida  •  561/586-2280 


S  &  P  Architectural  Products 

Deerfield  Beach,  Florida  •  954/480-8959 

Miami,  Florida  •  305/596-2699 

Jupiter,  Florida  •  800/992-8959 

Ft.  Myers,  Florida  •  800/992-8959 


S&S  Craftsmen 

Tampa,  Florida  •  813/247-4429 


Smyth  Lumber  Company 

Orlando,  Florida  •  407/523-8777 


FAX-ON-DEMAND 


Participating  adverlisers  are  assigned  a  four-digll  cude  (located  in  the  Index  to 
Adverllsers).  To  access  additional  lnl'oi™alion  about  the  advertiser's  prodticl  and/ 
or  service,  you  only  need  to  dial  (410)  2r)2-9oi)r)  from  your  fax  machine  and  listen 
Id  Hie  voice  prompts  for  further  instriRtions.  I'KKSTO  -  you  will  recei\i'  iiddilional 
information  about  advertiser's  products  and/or  services. 
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Architects 

who  want  their  ideas 
to  live  forever 
tap  into  the 
power  of 

Creative  Thinking. 

Can  a  better  builder  produce  a  better  architectural  outcome?  We 
believe  it  can.  We're  Creative  Contractors,  and  for  more  than  20 
years,  we've  provided  creative  solutions  to  the  myriad  challenges 
of  contemporary  architecture.  By  building  special  partnerships 
with  architects,  engineers  and  clients,  we've  brought  many  of 
West  Florida  s  most  ambitious  projects  to  life.  Beautifully.  Our  cor- 
porate brochure  tells  the  whole  story.  Call  Tom  Fronce  for  a  copy. 


CREATIVE  CONTRACTORS,  INC. 

620  Drew  St.,  Clearwater,  FL  33755  (727)  461-5522 
www.creativecontractors.com 


Mold  &  Mildew!  Glean  Air  Standards! 

What  can  be  done? 


Tassoglas 

Fiberglass  Textured  Wallcovering  System 

"The  Original,  Breathable  Wallcovering" 

TASSO  has  been  providing  solutions  to  these  issues  for  over  40  years  worldwide. 
The  combination  of  paint  and  the  inherent  characteristics  of  woven  fiberglass 
provide  a  highly  breathable  system  that  allows  moisture  to  evaporate. 
For  additional  protection,  an  antimicrobial  paint  such  as  Zinsser 
Perma  White  is  recommended  as  the  wall  primer  and  the  top  coat 
-  Tassoglas  and  Zinsser  Perma  White  -  the  perfect  combination. 


For  More  Information  and  Samples,  Call: 

18008882776 


RCOS 


INTERNATIONAL  LTD    USA 


!>'! 


TASSO 


Setting  New  Standards  in  Wallcovering  For  A  Healthier,  Functional  Building  Environment 
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it's  the  only  phone  number 

you  need  to  know: 

m 


extension 
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Wondering  which  primer  is  right  for  cinder  block? 
How  about  the  best  way  to  avoid  an  expensive  repaint? 
With  Duron's  Product  Services  hothne,  the  answer  is  only  a 
phone  call  away.  Because  diahng  in  connects  you  with  one  of 
our  Product  Services  representatives-experts  who  can 
provide  you  with  everything  from  simple  painting  tips  to 
detailed  data  on  all  of  Duron's  products.  Suddenly  your 
painting  projects  are  flowing  a  lot  more  smoothly.  And  best 

of  all,  this  great  service  doesn't  cost  you  anything. 
„^_  Even  the  phone  call  is  free.  So,  if  it's  technical,  and 

it's  about  coatings,  call  Duron's  Product 
Services  hotline.  One  call  solves  it  all. 

R^INTSft  WALLCOVERINGS 

Ask  for  vour  FREE 
TastSPec**  CMOM!  | 

Coatings  System  Spedficalion  Software  ' 


Aug.98  sta.C2  ©1 998  Duron  Inc.  visit  us  on  the  web  at  www.duron.com 


Now's  The  Time  To  See  What  It  Does 


I  NEED  MORE  INFORMATION  ON 

□  General  Products  □  Fire  Resistance 

□  Thermal  Insulation         □  Projects  In  My  Area 

□  Acoustic  Insulation        LI  Seminars 

FAX  YOUR  REQUEST  TO  (941 )  422-2914 
or  CALL  1  -800-YTONG  FL 


NAME 


COMPANY 


ADDRESS 


CITY 


PHONE 


It  is  fire  resistant 
up  to  6  hours 


It  keeps  interiors 
much  quieter 


It  cuts  energy  bills 

It  improves  the 
air  quality 


It  is  resistant 
to  termites 


It  is  easier  to 
install  and  more 
profitable 
to  build  with 


You  can  visit 
YTONG  from 
home  or  the  office: 
YTONG-USA.COIVI 


ST 


ZIP 


FAX 
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AUTOCLAVED  AERATED  CONCRETE 

FA 


Room  Use  Only 


ArcMtocture  &  Fine  Arts  LOjony 

UnivereltyorFlorkta 

Galnewie.n.  32611 
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